TECHNIQUE USED 


Six Typhonite Eldorado pencils were 
used, ranging from a 4H for the dis- 
tant Cathedral spire to a 3B for the 
foreground building. The problem of 
making the three spires assume their 
proper relationship was solved by 
using three distinctly different degrees 
of pencil, and by combining flat 
strokes with sharply defined detail. 
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THIS WAS COVENTRY ... 


Generations to come will never forget what the Germans did to this pic- 
turesque little town November 14th. On that moonlit night, wave after 
wave of bombers—500 strong—dropped over a million pounds of incendiary 
bombs, leaving Coventry a roaring inferno. Here Samuel Chamberlain’s 


Typhonite Eldorado portrays Coventry as it will be long remembered. 
Another in a series brought to you by 


Pencil Sales Department, Dept, 225-]7 
JOSEPH DIXON CRUCIBLE COMPANY, JERSEY CITY, NEW JERSEY 


14 9 830 REASONS why this plant 


is Speeding Vital Plane Production 


TORY No. 7 
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eliminates eyestraining glare and fatiguing sun heat 


In this huge new aircraft plant, 14,830 lights of AKLO glass guard 
workers against unnecessary fatigue. Frosted AKLO admits soft, 
diffused daylight—without the glare that causes eyestrain, often 
leads to errors and accidents. Costly shades or bothersome painting 
of glass are eliminated. 

By filtering out 9714% of the sun’s infrared rays, Frosted 
AKLO keeps the interior comfortably cool in summer. Employees 
feel better and work better. Temperature is more easily controlled 
for fitting of precision parts. Operating costs with air conditioning 
equipment are substantially reduced. 

REDUCES GLARE — eliminates eye- AKLO glass is manufactured by Blue Ridge Glass Corporation, 
strain and employee fatigue. Kingsport, Tenn., and sold by Libbey-Owens-Ford through leading 

RETARDS SUN HEAT —keeps workers glass distributors. It is available in hammered and ribbed patterns, 
comfortable on their jobs. . A i Z i E $ 

EN A both wired and unwired. For full information, write Blue Ridge 
shades or painting of glass. Sales Division, Dept. 1275, Libbey-Owens-Ford Glass Company, 


Toledo, Ohio. 


BLUE RIDGE AKLO GLASS 


Heat-Absorbing - Glare-Reducing - Figured and Wire Glass 
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os Livhing ahead with Llstos — 


Noise... enemy of comfort and enjoyment 
...is due for eviction from many of the hotels 
of the future. 


For the spots where people meet, where noise 
is natural... lounges, lobbies, dining rooms 
and corridors . . . will be insulated against noise 
by that remarkably effective acoustical material 
K&M Sprayed “Limpet” Asbestos. As a matter 
of fact, its high noise-reduction coefficient has 


been proved, is being proved, in all sorts of 


places where noise is a nuisance . . . hospitals, 
theatres, offices, for example. 


What gives this sound-suppressing material 
extra merit, in the critical eyes of the archi- 


KEASBEY & MATTISON 


PENNSYLVANIA 


COMPANY, 


_ Makers f 


AMBLER, 


asbestos-cement shingles and wallboards; asbestos and magnesia insulations for pipes, boilers, furnaces; asbestos 
textiles; asbestos electrical materials; asbestos paper and millboard; asbestos marine insulations; asbestos acoustical 


tect, is its decorative flexibility. Sprayed on 
any clean surface, it follows any contour, regard- 
less of shape or composition; and it can take as 
many as ten coats of oil emulsion paint with 
practically no loss in acoustical efficiency. 


Though the general availability of most K&M 
asbestos products has been limited by the war, 
K&M laboratories are continuing to search for 
more and more uses for this strange mineral; 
uses to enrich the lives of people after peace 


has come. * $ « 


Nature made asbestos: 
Keasbey & Mattison, America’s asbestos pioneer, 
has made it serve mankind . . . since 1873. 
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material; asbestos packings; asbestos corrugated sheathing and flat lumbers; asbestos-cement pipe for water mains 
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“EXPERIENCE POOL” 
helps you to specify 


essential services 


in essential projects 


BYERS WROUGHT IRON 


Any building that gets beyond the 
project stage today must justify its 
existence by usefulness to the war 
program. [Its essential character 
multiplies the importance of proper 
material selection. 

This fact was recognized in a 
very practical way, in applying 
piping in the boiler room of a 
branch of Grace Hospital, Detroit, 
Michigan. All boiler room piping 
was specified ‘Wrought Iron.” The 
Architecton the projectwas Charles 
Noble; Mechanical Engineer, A. F. 
Caughey; Plumbing and Heating 
Contractor, Deane & Harris Com- 
pany; and Chief Engineer of the 
hospital, John McNut. 
Wrought Iron was used. 

The many records of wrought 
iron’s long service eliminate un- 
certainties iit specifications like 


Byers 


this. In one plant alone, where 
wrought iro:: was installed for 
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boiler shells, steam supply lines, 
boiler feed lines, and fire sprinkler 
lines, the user reported it was still 
in use after 30 years. 

The difficulty of proper material 
selection has been increased by 
today’s conditions. Overworked 
architects and engineers are un- 
able to take the time necessary for 
preliminary study, and sometimes 
cannot get materials used in the 
past with which they are most 
familiar. If you have any such 
problems, the Byers ‘Experience 
Pool” will be of real help to you. 

For a number of years our En- 
gineering Service Department has 
been collecting performance 
records on all kinds of materials in 
all types of services. This has been 
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GENUINE 
WROUGHT IRON 


Tubular and Hot Rolled Products 
Steel Tubular Products 


supplemented with water analyses 
(our file of these alone covers over 
600 municipalities), general corro- 
sion data, and analytical studies 
made by our laboratories. Alto- 
gether, this provides a practical, 
ready-to-use guide for the specifier 
who has no time for experiment, 
and who must be sure. 

There is no red tape. If you 
would like to tap the “Experience 
Pool,” just write us details. You'll 
find helpful information, also, in 
our bulletin `‘Wrought Iron for 
Piping Systems.” Ask for a copy. 

A. M. Byers Co., Pittsburgh, Pa. 
Established 1864. Boston, New 
York, Philadelphia, Washington, 
Chicago, St. Louis, Houston, Seattle, 
San Francisco. 
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NEXT MONTH 


DESIGN FOR DEMOCRACY is a contin- 
uing theme as it is a continuing activ- 
ity, before, during and after the war. 
The June convention of the AIA 
showed a growing realization that the 
creative professions seek broader con- 
cepts, increased public service and re- 
vised business methods and organiza- 
tion. Articles in the August issue are 
pertinent and enlightening in this cur- 
rent trend of thought and action,.. A 
realistic survey of the present status 
and activity of architects and engineers, 
with indications as to their future 
plans, has been undertaken by the 
RECORD and the report of first returns 
in the August issue will show some 
interesting results. . . No Design for 
Democracy would be complete without 
buildings to guard the health of the 
people, and following this month's 
Building Types Study on Health Cen- 
ters, the latest developments in 
hospital planning, construction and 
equipment will be made useful in the 
August Building Types Study and 
Time-Saver Standards. . . And the 
technology of the times ahead, so 
vital to our way of life, is repre- 
sented in one of the most impor- 
tant educational buildings of recent 
years, the Technological Institute of 
Northwestern University, just opened 
with some fanfare: Holabird and 
Root, architects; McKim, Mead and 
White, consulting architects. 
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Just put your 


beneath the two pencil grades you 
most generally use...fill in the coupon 
at the bottom...mail it on to us, and 
we'll send you samples of 


VENUS 


The AMERICAN Drawing Pencil 
AMERICAN-MADE FOR 35 YEARS 


The reason: because we frankly believe that Venus 
today, as for 35 years, is the finest drawing pencil that 
can be made. Your trying it is the best way we know of 
to convince you of that fact. 
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American Pencil Company 


NAME & TITLE 
Dept. D-3, 500 Willow Avenue, Hoboken, N. .J 
Gentlemen : FIRM NAME 
Please send FREE samples of the 
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see if I agree. CITY 
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THE RECORD REPORTS 


WHO + WHAT + WHEN 
WHERE + WHY + HOW 


WASHINGTON NEWS 


Planned projects to proceed ° 
shortages ° 


IN SPITE of many confused reports, 
current estimates of construction for 
this year remain about the same as they 
were two months ago. Wartime con- 
struction is running at the rate of about 
$12,500,000,000 a year, and a further 
increase in building is expected to send 
the volume past $13,500,000,000. 

More rigid conservation controls, 
announced a month ago, were fre- 
quently misunderstood to mean the 
curtailing of the construction program 
already planned. It has been specifi- 
cally pointed out that the wartime con- 
struction program will proceed sub- 
stantially as given earlier. The curtail- 
ment applies only to a projected but 
unannounced program of further ex- 
pansion. Projects in the earlier plans 
will be given closer scrutiny as regards 
material requirements, but they will 
go ahead to completion. 


Warfare in housing 

Wartime housing will finally swing 
over into the “for the duration” type, 
which private industry has been advo- 
cating, under the announced plans of 
NHA Administrator John Blandford 
in seeking another $600,000,000. 

The Administrator said that 90 per- 
cent of the building to be done under 
these funds which he is seeking from 
Congress would be of a strictly tem- 
porary nature with dormitories and 
mass shelter structures predominating. 

Thus for the first time since the 
construction program started, the Ad- 
ministration has divorced the social as- 
pects of the housing campaign from 
the immediate exigencies of the crit- 
ically short housing situation. The 
War Production Board has assured the 
necessary priorities for the wartime 
housing structures, Mr. Blandford said. 

This determination of the policy 
which is to be followed in construct- 
ing shelter for war workers comes as 
the result of a long battle within the 
Administration. Some of the top pol- 
icy makers in the Government’s hous- 
ing setup have been in favor of using 
the emergency situation as a lever to 
socialize housing and set up some uni- 
form pattern of control to be a guide 
to an expanded post-war public hous- 
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Dormitories to predominate ° 


Gulick joins WPB œ Public Works Reserve œ 


By RAYMOND R. DICKEY 


Materials 
Priorities 


ing drive. Against these were ranged 
the group which felt that the vital 
need (and the aim of any agency 
charged with erecting housing for war 
workers) is cheap, quickly built and 
adequate shelter which would house 
the maximum number of workers in 
the minimum amount of time. They 
also believed that the job of post-war 
housing should remain in the hands 
of private industry and should be done 
in the post-war period, not now. This 
group evidently convinced Mr. Bland- 
ford that they were correct. 


Materials get tighter still 


Despite the fact that the Adminis- 
crator reports WPB as being willing 
to give the NHA all necessary prior- 
ities under the type of expanded pro- 
gram which he is seeking, serious ma- 
terials shortages are beginning to 
plague those charged with the job of 
getting war factory workers shelter to 
live in. All metals are unbelievably 
difficult to get. Even steel is scarce. 
Plumbing fixtures and pipe are an ever 
increasing headache. One firm en- 
gaged in Government contract housing 
is planning to turn to wooden shower 
stalls due to inability to get tubs. 


The situation was highlighted in 
Detroit by the failure of the Gov- 
ernment to receive even one bid on 
the 1,000-home vital Willow Run 
project necessary to house Ford 
bomber plant workers. 

The Government is getting many 
stories of employees leaving jobs be- 
cause they can’t find any place for 
themselves and their families to live. 
One Government man connected with 
the Production Division of the War 
Production Board says that in certain 
communities the situation has gotten 
past a place where ordinary standards 
of decent shelter serve as a principle. 
He says it is literally true that new 
employees can’t find any place at any 
price; that some of them are forced 
to sleep in parks and churches until 
they finally give up and go home. 

For the first time in the nation’s 
history, finished lumber is critically 
scarce. The big West Coast lumber- 
ing area has been placed under a vir- 
tual production “dictatorship” headed 
by Frederick H. Brundage, who is of- 
ficially designated as ‘The Western 
Log and Lumber Administrator of the 
WPB Lumber and Lumber Products 
Branch.” 

Utilities furnishing light and gas 
to houses built for war workers have 
been strained practically to capacity. 
WPB found that several wartime 
housing projects were completely built, 


(continued on page 12) 


“Sorry to trouble you again, but | want you to think of a substitute material for that 
ersatz we made to replace the plastic we were using in place of Buna—’”’ 


—Drawn for the RECORD by Alan Dunn 
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A CRANE BATHROOM LIKE THIS | 
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ERE is a new Crane bath- china and the shower stall uses 


room group especially de- 
signed for low-cost defense 
homes. Crane quality through- 


out, it presents the minimum 


less than 25 pounds of metal. 

In planning defense housing, 
you will find the new Victory 
Group is priced to meet cost 


use of critical materials. The requirements and government 


lavatory is of vitreous china specifications. Consult your 


with faucets and waste pipe of plumbing contractor or call the 
cast iron. The closet is the effi- Crane Branch nearest you for 


cient Neuton, made of vitreous complete information. 


C f y \ N E VAEVES © FITTINGS «© PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


CRANE CO., GENERAL OFFICES: 
836 S.MICHIGAN AVENUE, CHICAGO 


PLUMBING*+HEATING*PUMPS 
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\ \ THE SKY AND THE SEA— 


.»e AND A FLOOR OF FINE ” 
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lorida’s alive with lovely colors, but 

the Hotel Whitman, in Miami 
Beach, has scenery all its own—a floor of 
FINE TERRAZZO made with Atlas White 
Cement. 


The architect chose wisely when he chose 
FINE TERRAZZO made with Atlas White 
portland cement. He knew it would repro- 
luce any pattern, and reproduce it well. He 
<new its fresh and vivid colors would last a 
ifetime. And in addition, he knew upkeep 


ATLAS WHIT 
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would be practically nil, except for regular 
cleaning. 

Next time you plan a floor, plan on FINE 
TERRAZZO. And just to be sure its colors 
glow brightly—plan on using Atlas White 
portland cement. It comes both plain and 
waterproofed. See Sweet’s Building File, Sec- 
tion 11/24 for further details, and 24 full-color 
illustrations of FINE TERRAZZO. Or write 
us for free book. Universal Atlas Cement Com- 
pany (United States Steel Corporation Sub- 
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sidiary), Chrysler Building, New York Cit 
OFFICES: New York, Chicago, Philadelph 
Boston, Albany, Pittsburgh, Cleveland, Mi 
neapolis, Duluth, St. Louis, Kansas City, D 
Moines, Birmingham, Waco. 


This FINE TERRAZZO floor made with Atlas Wi 
cement was designed for the Hotel Whitman by Archi 
Roy F. France, Inc., Miami Beach. Installation by 
Venetian Art Marble t3 Terrazzo Co., Miami. Col 
were: Red Champlain Marble; Belgian Black Mari 
Yellow Verona Marble; Royal Green Marble. 
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START PLANNING NOW 
FOR 
SLOAN-EQUIPPED HOMES 


K A * 


/ 

. jas PER the war, even modest homes and inexpensive 
apartments will be Sloan-equipped. Heretofore, flush valve 
usage has been largely restricted to luxury homes, large 
apartments, clubs, hotels, hospitals, schools and all types of 
large buildings. But here is our promise to you now:— 
after the war is over and priorities on critical materials have 
relaxed, there will be Sloan Flush Valves, with all their inherent 
advantages, for residences. 

What advantages? Many. For 36 years Sloan Flush Valves 
have proved their trouble-free durability with astonishingly 
low maintenance cost. They protect health by preventing 
back-syphonage—They save water—They are quiet — They 
are the accepted standard of excellence yet cost no more 
than others. 

So start planning now for Sloan-equipped homes. With 
Sloan Flush Valves you provide home owners with the 
ultimate in convenience, health and economy. Remember: 
there are more Sloan Flush Valves sold than all other makes 


combined. 


SLOAN VALVE COMPANY 


4300 WEST LAKE STREET + CHICAGO 


A SIMPLE WAY 
BUILT-IN TELEPHONE BOOTHS 


Built-in booths are the modern way to provide 
public telephone facilities. They are compact, 
attractive, and easily matched to any interior 
decorating scheme. When your plans call for 
built-in telephone booths, consider Burgess 
Adaptor Acousti-Booths. These complete units 
are easy to install in any modernization or 
building project. In addition, they offer acous- 
tic telephone booths of modern design with a 
minimum of planning. 

Patented Burgess construction makes these 
booths quiet and easy to use. They have no 
doors because the acoustic construction makes Burgess 209 Adaptor-type Acousti- 
doors unnecessary. Users like these booths Booth for built-in construction. 
because of their comfort, and operating men 
appreciate the fact that no maintenance of 
mechanical parts is necessary. 

Burgess Adaptor Acousti-Booths are 
supplied unfinished and without trim for easy 
installation in any outer housing designed by 


Here’s why this the architect. Acousti-Panels are also available 

Acousti- Booth for use in old-style built-in booths. The door 

is quiet inside can be removed from old booths after this 
Behind the perforated acoustic lining is supplied. For further infor- Burgess Acousti-Panels for mod- 
wall of this booth is a mation about Burgess Acousti-Booths, mail ernizing existing built-in booths. 
thick blanket of sound- the coupon. 
absorbent material . 
T raen akeo EN EAN MAIL COUPON FOR DESCRIPTIVE LITERATURE 


without doors. 
Burgess Battery Company 
2821-A West Roscoe Street 
Chicago, Illinois 


Please send literature showing construction of all types 
B L4 of Burgess Acousti-Booths. 
URGESS coze- 
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| Pe savage warbirds ... 
60 thousand in 1942... 
125 thousand in 1943... 
; That is America’s promise to the 
jiri i cal America is going 
It calls for new construction at record- 


breaking speeds . . . mile-long bomber 
plants, the largest in the world. 


Heating problems presented by the 
new building program depend for their 
solution on the heating lessons learned 
in peace-time. 


Fifty years of experience taught 


America the practical economy of 


Webster Systems of Steam Heating. 
Built around all the natural advantages 
of steam as a heating medium—flexibil- 
ity, speed, safety. Used successfully in 
more than 75,000 buildings. 


That is why architects, engineers and 
heating contractors working on war con- 
struction depend on Webster Systems 
of Steam Heating. 


While Ordnance production has the 
first call on our facilities, we are work- 
ing day and night to make sure that 
Webster Steam Heating Equipment is 
available for use wherever it will help 
the war effort. 


Let our experience serve you now. 


Warren Webster & Company, Camden, N. J. 
Representatives in 65 principal Cities 
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and then no sewers or utilities could 
be brought into the development due 
to material shortage of copper for 
electric wires and pipe for gas and 
sewers. This situation has forced 
WPB to issue an order making it 
mandatory for builders of houses built 
with priority assistance to get a cer- 
tification that they can get utilities 
service upon completion of the houses. 


Public Works Reserve 


Last month one of the ace re- 
organizers of Government bureaus was 
taken into the War Production Board 
by Donald Nelson. Luther Gulick, 
former aide to Louis Brownlow in the 
preparation of the Brownlow report 
on Government reorganization and 
also connected with the National Re- 
sources Planning Board, was that man. 
Chairman Donald Nelson has repeat- 
edly denied that Mr. Gulick came with 
WPB in order to reorganize. It is 
a fair guess to assume that the only 
other job which Mr. Gulick might be 
doing would be some directive think- 
ing on the post-war planning problem. 
He has made a rather extensive study 
of this and was in charge of such 
work at the NRPB. He has been to 
England studying what they are doing 
along the line of post-war thinking, 
has written several papers on the sub- 
ject and is widely recognized as an 
authority in the field. 

More than coincidence, it would ap- 
pear, was a renewed pressure on Con- 
gress for funds for a Public Works 
Reserve almost simultaneous with Mr. 
Gulick’s appointment at WPB. Those 
seeking a Public Works Reserve fund 
have been extremely quiet in their 
maneuvering toward that goal. What 
they want to do is to have enough 
funds to make a nationwide survey of 
projects which might work as a cushion 
when the bottom drops out of the 
present war production effort at the 
cessation of the war. Congress has 
been resisting pressure to appropriate 
funds for such a purpose thus far. But 
with elections coming, they may go 
sufficiently far to authorize the Na- 
tional Resources Planning Board to go 
more extensively into such study. 
After authorization, appropriation may 
follow when the first deficiency appro- 
priation bill for fiscal 1942 comes up. 

There has been considerable agi- 
tation by opponents of the Public 
Works Reserve to let the states and lo- 


cal communities make their own plans 
for post-war projects without using 
Federal funds for such purposes. After 
the war, such persons say, Federal 
funds might be necessary because of 
the vastness of the job, but not until 
then. Advocates of vsing Federal 
funds for study and creation of 
projects which could be carried out in 
the post-war period say that it is 
necessary for the Federal Government 
to do the job so that it can be proper- 
ly correlated. Otherwise, such pro- 
ponents argue, the planning job will be 
a hodge-podge of unrelated, poorly 
thought out plans completely lacking 
in direction control. 

In any event, the tip-off on the 
whole plan may well come from Mr. 
Gulick’s actions. As one of Mr. Nel- 
son’s consultants he is in a strategic 
position to influence action. 


Priorities reach allocation stage 

The priorities system has at last 
reached a fragmentary stage of com- 
plete allocation. WPB has ordered 
all persons using more than $5,000 
of certain specified metals to file by 
June 30 a PRP application form if 
they intend to seek any priority assis- 
tance with which to get materials. 
After receiving a PRP certificate, no 
company can apply or extend any other 
preference rating except for capital 
equipment and construction. 

However, this system is mandatory 
thus far only for metal users. While 
it will undoubtedly be extended to 
cover almost all of industry, the other 
priority instruments now existing will 
remain for the time. In the case of 
“P”? Orders, such broad orders as P- 
148, the export order, and P-100, the 
maintenance and repair order, will con- 
tinue in effect for some time. So 
will PD-1A and PD-3A remain in 
force. PD-1A will still be issued for 
capital equipment and for all require- 
ments of industries not working un- 
der PRP. PD-3A will be used largely 
as a directive of preferred delivery 
by the Army and Navy. 

Under this new PRP procedure, a 
user of metal in on the site construc- 
tion is exempted from the mandatory 
use of PRP. The Regulation, No. 11, 
should be carefully studied, however, 
by every person interested in the prior- 
ity pattern and trend toward a com- 
pletely centralized allocations system 
for all commodities and industries. 
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QUICK, EASY TO INSTALL 


Reinforced Vuelite is available in 
drawn panels .03” thick with a 
quarter-inch flange which can be 
easily and quickly fastened to any 
conventional multi - paned wood 
sash with an automatic stapler. 


Simply push the panel in place. 
Fasten with staples as close to the 
corners as possible. Add more 
staples at three-inch intervals. Then 
seal with putty in the usual man- 
ner, with the same type of putty 
used for glass, and you will have 
a permanent, weather-tight, weather- 
resistant installation. 


REINFORCED 
VUELITE 


PUTTY 
PUTTY- ONLY 
WHEN BEDDING 
IS SPECIFIED 


BOSTITC WOOD 
STAPLE MUNTIN 


ASSEMBLY 


Dueto wartime restrictions on met- 
als most new construction requir- 
ing Reinforced Vuelite involves 
wooden sash. The best way of in- 
stalling Reinforced Vuelite in steel 
sash has not yet been determined 
but there are several which experi- 
ments indicate will be equally as 
quick and easy as the method of 
fastening to wood sash. 


x x x 


Standard sizes in which panels of 
the new material will be supplied 
are listed below. In addition to 
these sizes, it can be drawn or 
formed to special shapes. Unless 
otherwise specified, panels will be 
supplied with the quarter -inch 
flange. 


WIDTH LENGTH 


x 
x 
x 
x 
x 
x 
x 
x 


MONSANTO 


PLASTICS 


SERVING INDUSTRY... WHICH SERVES MANKIND 
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New Reinforced Vuelite withstands blast 
of 150-lb. bomb 8 feet away! 


W auen air raid sirens screamed in England, work stopped in vital war plants at 
machines set near windows... for concussion from even a distant bomb would 
fill the air with deadly slivers of flying glass. 


To solve that problem here, Monsanto, in collaboration with the United States 
Navy, has developed this window pane of standard, sixteen-mesh wire screening 
laminated with Vuelite, the transparent cellulose acetate widely used for lighting 
fixtures. 

Unlike the types of plastic-coated cloth and wire previously used to replace 
“bombed out” glass in England, this new, reinforced Vuelite is as clear and trans- 
parent as a screened window of glass and can be easily installed in any conven- 
tional, multi-paned steel or wood sash. 


Most important of all, however, it is tough and strong enough to withstand the blast 
of a 150-pound bomb exploded just eight feet away! 

Tested under vacuum shock conditions, it stood up without appreciable damage 
under a 28-inch vacuum, while clear glass shattered at 15 inches and heavy, wire- 
reinforced glass at 26. In further official tests, a quarter-pound ball dropped from 
a height of 20 inches smashed ordinary glass while it took a two-pound ball from a 
height of 42 inches to penetrate a pane of reinforced Vuelite. Even then, the missile 
left a clean-cut hole which could be repaired with cellulose tape with very little 
loss in breakage resistance over a solid piece. 


Already being purchased for use by our armed forces in war areas, reinforced 
Vuelite should prove highly useful in troop barracks, air fields, and vital industrial 
plants in potential air-raid zones and in certain types of military equipment. For 
samples and full details, inquire: MONSANTO CHEMICAL COMPANY, Plastics 
Division, Springfield, Massachusetts. 


The Family of Six Monsanto Plastics 
(Trade names designate Monsanto’s exclusive 
formulations of these basic plastic materials) 

LUSTRON (polystyrene) + OPALON (cast phenolic resin) 
FIBESTOS (cellulose acetate) + NITRON (cellulose nitrate ) 
SAFLEX (vinyl acetal) + RESINOX (phenolic compounds) 
Sheets + Rods + Tubes + Molding Compounds + Castings 
Vuepak Rigid Transparent Packaging Materials 
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THE RECORD REPORTS 


(continued from page 12) 


NEWS FROM LONDON 


THE most important thing to record 
this month is the Hun’s insensate dec- 
laration of war on the architecture of 
this country. As I write, no further 
attacks on cities of purely architectural 
value have occurred since those in the 
last week of April and the first week 
of May, and it may be that we shall 
be able to write off this latest phase 
of the war as short-lived. But even if 
the Hun does not drop another bomb 
on a medieval cathedral, it is a phase 
that will not easily be forgotten, and it 
is almost certain to be recorded in 
history that in the attacks on the cities 
of Exeter, Bath, York and Norwich, the 
Teuton was true to the barbaric type. 

The narrative leading up to these 
attacks is familiar. Lubeck and Rostock 
are ports on the Baltic from which sup- 
plies were being shipped to the Rus- 
sian front, and as such were military 
targets of the first order. They were 
towns also of historic and architectural 
importance, Lubeck, especially, having 
roots that take it back to the fifteenth 
century, and it was inevitable that in 
the course of bombing military objec- 
tives in these towns the R.A.F. would 
destroy some of the medieval build- 
ings. The German High Command 
made the destruction of these build- 
ings an excuse for storming that in re- 
prisal it would destroy those English 


TARGETS of Baedeker raids. Below, 
Royal Crescent, Bath, built 1767-75. 
Right, Assembly Rooms, Bath, 1767-75. 
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By J. EUGENE REID 


towns starred in Baedeker, meaning, of 
course, it was the nation’s architectural 
treasures, and nothing else, that were 
to receive the rubbing out. You see, 
the High Command assumed the garb 
of a bull-in-a-china-shop and in its 
madness the bull forgot to strike where 
it would hurt us most—at our war in- 
dustry. Instead its fiery brain flew in- 
stantly to those harmless buildings that 
had given innocent delight to many 
generations. Ja, it bellowed, smash 
them, burn them up, that will teach 
the Englanders a lesson! ‘That’s the 
right return for attacking our ports! 

When we heard, for instance, that 
the delicate fabric of the cathedral at 
Exeter had been ravaged, and when 
we heard that the fifteenth century 
Guild Hall at York had gone up in 
flames, those of us who knew the 
worth of these buildings felt the acute 
pang of concern we feel when someone 
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we love is hurt, and we were angry, 
very angry. But came the cooler mo- 
ment and it was clear to us that all 
the Teuton had done was to expose 
once more, for the whole world to 
see, his innate savagery, and if the at- 
tacks on our architecture help to drive 
home the hard fact that it is this savag- 
ery the United Nations must batten 
down, once and for all, if this world 
is to profess itself civilized, then the 
casualties English architecture suffers 
are honorable ones, and they are not to 
be sentimentally mourned over. 

The attacks were made on two of 
our golden periods. The buildings of 
Exeter, York and Norwich are char- 
acteristic of the medieval period, when 
the builders of the great cathedrals 
reached a pinnacle of constructional 
inventiveness that has never been sur- 
passed. Bath belongs to the eighteenth 
century, a town in which even now, 
despite the fact that nineteenth and 
twentieth century building has scarred 
its fair face, you can still recapture 
something of the spirit of that gay 
and colorful century. 

Bath was built by the Georgians for 
the pleasure of ladies and gentlemen 
of wealth and position who came to it 
by post-chaise for two seasons in the 
year, ostensibly to drink its medicinal 
waters, but in actual fact to enjoy gay 
company and good conversation, to 
gossip and chatter, and to dance the 
dainty minuet in the Assembly Rooms 
when dark fell and the candles were 
lit. It was for this that a father and 
son called John Wood the Elder and 
John Wood the Younger, both archi- 
tects, planned and built over a period 
of something like 50 years a town 
which reflects in its ordered streets and 
squares and in the harmony of its fa- 
çades, the eloquence of the life lived 
in the eighteenth century. Inspired by 
the Palladian manner, eighteenth cen- 
tury architecture was no mere copy 
book affair; the introduction of the 
sash window, the sensitive use of the 
classic idiom, the elegant treatment of 
the terraced houses, the spatiality of the 
planning, the awareness of the social 
importance of good building—all these 
were influences that gave birth to a 
living architecture which was, in fact, 
the last genuine period we had in this 
country. Bath is an outstanding exam- 
ple of the period. 

(The Record Reports continued on page 28) 
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How to obtain 
“ALL-OUT” WATER SAVINGS 
from flush valves 


CONSERVE FUEL AND POWER FOR THE WAR EFFORT! 


LUSH VALVES save water compared with any other type of flushing 

equipment. That's one of the big reasons why they are so widely 
used today. 

Not always appreciated, however, is the fact that SOME flush valves 
save a great deal MORE water than others. 


The Secret of Water Saving 
The secret of obtaining MAXIMUM water savings from flush valves 
is to have the length of flush of each valve ADJUSTED to the actual 
water needs of the fixture on which it is installed. Fixtures vary in 
their water requirements and frequently as much as a gallon or more 
of water per flush can be saved by proper adjustment. 


The tremendous EXTRA savings which individual adjustment makes 
possible can be judged by the fact that in a building with say—200 
flush valves, an additional water saving of 1,168,000 gallons annually 
might be expected on the basis of one gallon saved per flush. (To judge 
what may be saved in other buildings, see table following). 


Water saved not only means lower water bills, but also means that 
fuel and power—required for pumping the water—are conserved. New 
service manual described below will give you full data on saving 
with flush valves. We'll be glad to send you a copy. 


Estimated annual savings of water obtainable through 
proper regulation of flush valve to actual water 
needs of fixture* 


Building with Building with Project with 
100 Flush Valves |500 Flush Valves]1000 Flush Valves 
Gallons saved | Gallons saved | Gallons saved 
When average of |, 
gal. saved per flush 292,000 1,460,000 2,920,000 
When average of | 
gal. saved per flush 584,000 2,920,000 5,840,000 


Every Watrous Flush Valve Is Adjustable 


When you install Watrous Flush Valves All that is required is to remove a cap 
you make possible ALL OUT water sav- nut and then a partial turn of a regu- 
ings on every job because EVERY Wat- lating screw sets the length of flush ex- 


z actly in accordance with the requirements 
rous Flush Valve is READILY ADJUST- of the fixture—whether it is a urinal using 


able. It is not necessary to take the 1⁄2 gallon or a closet requiring 7 or 8 
valve apart or even to shut off the water. gallons per flush. 


KNOW MORE ABOUT FLUSH VALVES 


Anyone who has any interest 
in the specifying, installation or 
g maintenance of flush valves 
; —__- * should have the information con- 
TaS tained in the new service manual 
—"Keep ‘Em Flushing’—just pub- 
lished by Imperial Brass. 

With simple diagrams it shows 
how a flush valve operates. Gives 
full data on how to obtain maxi- 
mum water savings; shows how 
to reduce maintenance time to a 
minimum. Includes a_ helpful 
"trouble-shooter” chart; other data. 

Write for your copy 


*These savings would 
vary somewhat with 
the type of building 
in which the valves 
are installed. Figures 
shown at left are 
based on use of fix- 
ture 16 times a day. 


THE IMPERIAL BRASS MFG. CO. 


ESPECIALLY VALUABLE at 
Army, Navy and Air bases us a V es 


1240 West Harrison Street, Chicago, Illinois DIAPHRAGM and PISTON TYPES . . . also furnished with SILENT-ACTION equipment 


See Catalog 47, Section 27 in Sweet's 


BUILDING PRODUCTS 


DEVELOPED FOR THRIFTY PEACE-TIME SERWCE į 
EFFECTIVELY MEET TODAYS WAR-HOUSING NEEDS % d 


You may specify CAREY Produc 
for War Housing Projects with th 
assurance that even in emergence 
jobs they will maintain your repu 


Through years of scientific research and modern, precision-controlled 


manufacturing methods, CAREY Products have been developed to give 


the maximum of dependable, low-cost service. They have abundantly ating for combining iaslity con 
7 struction and good design. These 
demonstrated their durability and low maintenance in peace-time hous- products are promptly available. 
. Write or wire for details, Addres: 
ing. Economical construction suggests their use in war housing projects Dept, 21. 


THE PHILIP CAREY MFG. CO 
Dependable Products Since 1873 
Lockland, Cincinnati, Ohio 

In Canada: The Philip Carey Company, Ltd 

Office and Factory: Lennoxville, P. Q 


throughout the country. 


CAREYSTONE STRIP SHINGLES 
IN BEAUTIFUL “TRI-TONE” BLENDS 


impart architectural beauty at reason- 
able cost. Made possible because these 
shingles are furnished in four types 
of five-panel strips. Even without spe- 
cial supervision, there can be neither 
bunching of tones nor patterning. 


Napier Home Extension 


CAREY ASPHALT SHINGLES 


Manufactured by the patented ASQU 
process, the felt base of these shingles 
is filled with asphalt to not less than 
98%2% of its maximum capacity, as- 
suring longer life. Available in vari- 
ous types and in a wide range of 
colors. 


Elinore Park 


CAREYSTONE ASBESTOS-CEMENT 


SIDING 

is fireproof; will not rot, decay, rust 
or wear away. This duo-edge unit may 
be applied to give the effect of indi- 
vidual shingles laid with staggered 
butts and random widths; or by ex- 
posing the other edge, a pleasing 
waveline appearance is secured, 


Lockland F.W.A. Housing Project 


CAREY ROCK WOOL INSULATION 


offers the maximum resistance to the 
passage of heat and its quality and 
uniformity are rigidly maintained by 
laboratory control. Available in Bats, 
Loose Wool, Granulated, and in Sealed 
Roll Blankets. 


Smithfield Housing Project 


CAREY BUILT-UP ROOFS 


wear longer and cost less per year—a 
fact known to industry. Today these 
roofs are giving the same faithful 
service on housing projects. Carey 
Built-Up Roof specifications cover 
every type of construction. 


Washington Manor 


St. Francis Hospital, Peoria, Illinois 


FIRST 
HOSPITAL 


to install Revolutionary New 
Conduit Weathermaster System 
of Air Conditioning 


Architect: Hamilton B. Dox è Consulting Engineers: Beling Eng. Co. 
General Contractor: V. Jobst & Sons 
Mechanical Contractor: Crowley Bros., Inc. 


IDEAL LABORATORY CONDITIONS — Experiments can be carried on 
free from outside dirt and dust. Outdoor air, cleaned and correctly humidi- 
fied, is supplied through conduits to this modern laboratory and other 


rooms in the new wing. 


POST-MORTEMS are conducted with very latest type equipment in the 
post-mortem room in the new eight-story addition at St. Francis Hospital. 
Conditioned air is provided by the revolutionary new Carrier Conduit 


Weathermaster System. No chance for circulation of disease germs and 
objectionable odors from one room to another. 


NO DRAFT — NO DUST—NO DIN. Windows are 
always closed and the temperature in private patients’ 
rooms in the new wing is always the best for rapid 
recovery, thanks to the new air conditioning conduit 
system which permits individual control in each room. 


Hospital history was made recently when the 
new eight-story addition to St. Francis Hos- 
pital in Peoria. Illinois was equipped with a 
new type of air conditioning system which 
promises to revolutionize the construction of 
hospital buildings. 


All of the private patient rooms, clinical con- 
ference rooms, waiting rooms, solariums and 
offices in the new wing are served by this in- 
stallation. 


No Inter-room Recirculation of Air! 


The outstanding feature of this new Conduit 
Weathermaster ‘System developed by Carrier 
is the elimination of sheet metal ducts. The 
new system delivers all outside air after clean- 
ing and correctly humidifying or dehumidify- 
ing the air in a central station conditioner. 
This air is delivered in conduits (instead of 
ducts) to Weathermaster units in the various 
rooms. Thus, all recirculation of air between 
rooms is avoided. Each Weathermaster unit 
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takes the place of a radiator and has a Winter- 

Summer control valve enabling the occupant 
of each room to enjoy heating or cooling as 
desired. Proper humidity is maintained at all 
seasons from the central plant. 


Besides offering space saving and low cost 
advantages, the Carrier Conduit Weather- 
master System has other revolutionary fea- 
tures that contribute to the design of multi- 
room structures, —hospitals, hotels, apartment 
houses and office buildings. Let us send you 
detailed information. 


Name............. 


Air Conditioning £3 


Address 


City 


CARRIER CORPORATION 
“Weather Makers to the World” 
Syracuse, N. Y. 


The Navy “E”, one 
of the U.S. Navy’s 
most coveted 


honors, has been 
awarded ta Car- 
RIER for excelle:ce 
in war production. 


Desk G28 


Please send information on the Car- 
rier Conduit Weathermaster System. 
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How long would you like 


your Plywood boiled ? 


@ The answer is long enough to prove that continued 
boiling would still have no effect on the phenolic- 
resin bond between the plies. You see, boiling is just 
one of a series of tests to which Exterior-type Douglas 
Fir Plywood is constantly subjected. We want to make 
sure that Exterior Plywood will withstand all water 


and weather conditions. We want to determine if there 
are possible ways of improving its performance. 
These tests—important as they are—constitute but g nationwi d e 


a small part of our extensive research program. We are š i š 
seeking the answers to scores of problems today so organiza tion services 
that tomorrow, when all types and grades of Douglas 
Fir Plywood are again available everywhere, this engi- ee f i f l 
wim | these days of priorities it is reassuring to architects and engineers 


neered lumber will be more useful to you than ever in to know that the Wallace & Tiernan organization is available for 
servicing present installations, thereby keeping them at peak efficiency 


í installations: > 


before. D i E W. Drinking during this emergency period. Health is more important now than ever 

f e ouglas Fir Ply wood Assn., Tacoma, ash. Water” before, and chlorination in swimming pools insures the health of the 
swimmers. 

e Hundreds of architects and engineers rely on the Wallace & Tiernan 

nationwide service organization to keep W & T equipment in top work- 


mi condition . . . ASK FOR THE W & T SWIMMING POOL 
TECHNICAL PUBLICATIONS REVIEWING WATER TREATMENT 
ON SEVERAL DIFFERENT TYPES OF POOLS. 


WALLACE & TIERNAN CO., INC. 


Manufacturers of Chlorine and Ammonia Control Apparatus 


NEWARK, NEW JERSEY 


REPRESENTED IN PRINCIPAL CITIES 


OF AN OLD FAVORITE 


HOSE who like the simple lines of a slotted grille 
will be interested in the newest Hendrick version 


TO HELP SPEED 
VICTORY 
the Douglas Fir 
Plywood Industry 
is devoting its en- 


tire capacity to 
war production. 
We know this pro- 
gram has your 
approval, 


of an always popular, standard design. Note the little 
innovations which lift this slotted grille out of the con- 
ventional class. 


_ DOUGLAS FIR 
PLYWOOD 
| Doak Lamborn MMM es ott 


every purpose. Every genuine panel 
MADE LARGER, LIGHTER bears one of these *'grade trade-marks’: 
SPLIT - PROOF PLYWALL— wallboard grade 


i STRONGER EXT-DFPA—waterproot exterior type 
PLYSCORD — utility sheathing grade 
ia PLYPANEL—cobinet grade 
PLYFORM — concrete form grade 


‘A PRODUCT OF AMERICA’S ETERNALLY REPLENISHING FORESTS’ 


For further information concerning this and more than a 
hundred other Hendrick Grille designs, write on your 
company letterhead for the Hendrick handbook, “Grilles.” 


Hendrick Manufacturing Go. 


18 Dundaff Street, Carbondale, Pa. 


Offices and Representatives in principal cities. See ‘phone beok. 
Mfrs. of Mitco Oen Steel Flooring. Mitco Shur-Site Treads 
and Mitco Armorgrids, Hendrick Perforated Metals and Screens. 
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(mie CP aah | Mews Much Depends on Lil. . 


"i there should be no compro- 


mise with efficiency... 
Illumination assuring full vis- 
ibility increases the surgeon’s 
speed and confidence, while 
it reduces tension . . . The 
Multiple Controlens System 
(M.C.L.S.) developed by 
Holophane Engineering 
Research, is the most éffec- 
tive, permanent lighting 
equipment for surgical work. 


@ The Holophane Multiple Controlens System blankets all the operating positions that overhead 
spot systems can reach by movement (see diagram). 


@ The “built-in-ceiling”, stationary arrangement of M.C.L.S. places light sources out of the way; 
requires no attention or adjustment; leaves surgeon free to operate in any position. 


@ itis safe and is outside the zone of explosion or mechanical hazard. 


@ |t provides the only correct, scientific visual conditions throughout the operating room; reduces 
glare and shadows. 


@ With 15, 18 or 21 lamps in each system, danger of light failure or interruption is at a minimum. 


Each operating room has its own fundamental lighting requirements depend- 


ing upon type, specialization, or architectural construction ...The Holophane 
Engineering department will be glad to irl consultation and specific 
recommendations for efficient, economic lighting without obligation . . . O O 


Write for new Bulletin giving essential data on Operating Room Illumination. 


vhane 


COMPANY, INC. Lighting Authorities- Since 1898 


342 MADISON AVE. 
NEW YORK CITY 


THE HOLOPHANE CO. LTD 
385 YONGE ST., TORONTO, CAN. 
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BUILT TO THE “VICTORY DESIGN” WITH INSULUX GLASS BLOCK 


1. NO CRITICAL MATERIALS— 3. PROTECTION Against Prowlers 
Little or No Metal and Saboteurs 


2. FIREPROOF—Noncombustible 4. ECONOMICAL — Prewar Prices 
ad can haue J on Iusudurx 


Write for New Book of Details on Wartime Uses for INSULUX 


New 24-page "Alternate Construction Details” book contains detail draw- 
ings, elevations, specifications and photographs showing how to use 
INSULUX Glass Block in new construction and for rehabilitation of old 


buildings. A valuable book, planned to meet architects’ needs today. 
Write now for your free copy. 
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6 ISOD Glass Block 


“Nictory-Designed’” Buildings Use INSULUX to Provide Efficient 
Daylight...INSULUX is Fireproof and Uses No Critical Materials 


The required production of war has written a new 
definition of INSULUX Glass Block—in terms of greater 
utility measured by speed of construction, economy of 
installation, and efficiency of plant operation, today, 
and for years to come. 


Consider the timely advantages of INSULUX for 
new war plant construction: 


DELIVERY—INSULUX Glass Block is available for 
immediate delivery through adequate distributor 
stocks in principal cities. 


CONSTRUCTION—Glass and mortar INSULUX panels 
are easily erected by bricklayers. They conserve metal 
because large panels require only light-weight metal 
wall ties; panels up to 50 square feet with a maximum 


* x * 


Other industrial advantages of INSULUX are: High insulation value, 
efficient daylighting, privacy or limited vision with special clear block, 
reduced surface condensation, low maintenance. All these “plus” 
factors speed war production today and will bring efficiencies to peace- 
time operations tomorrow. Owens-Illinois Glass Company, INSULUX 


Products Division, Toledo, Obio. 


OWENS-ILLINOIS 


INSU LUK 


GLASS BLOCK 
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width of 10 feet, are laid up without even wall ties. 


PROTECTION—INSULUX panels protect war produc- 
tion. They are fireproof—noncombustible. They are 
sturdy—preventing easy entrance by saboteurs. They 
are translucent— assuring privacy for war work. They 
reduce dust, dirt and moisture infiltration that hinders 
precision work and interrupts production schedules. 


ECONOMY —INSULUxX sells at prewar prices because 
it is made of native materials and because its uses have 
greatly expanded. And it brings other economies of 
construction and maintenance. A check of several typi- 
cal industrial buildings located in the Toledo area indi- 
cated that the use of glass block will save approximately 
18 cents per square foot of glass area, in the initial cost 
of heating equipment. 


INSULUX SERVES WAR PRODUCTION 


Saves Critical Materials 
Fireproof—Noncombustible 
High Insulating Value 
Efficient Light Transmission 
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STREAMLINE Again...When Victory is Won 


Superiority on land, sea and air... is necessary for 
an allied victory ... Mueller Brass Co. is bending 
every effort to do their part in the shortest pos- 
sible time. 


Here, at the plant, every special skill and 
facility that we possess has been turned to 
the one main essential purpose of win- 
ning the battle of production. Victory 
on production fronts everywhere must 
be achieved to win the war. 


When victory comes —as it will 
—our facilities will again be 
devoted to supplying 

STREAMLINE Copper Pipe 
and Fittings for the 
happier needs of the 
American people 
for plumbing, 
heating, air 
conditioning 
and water 


WINNERS OF NAVY “E” AWARD 


The United States Navy has honored our company 

by awarding us the right to fly the Bureau of 

Ordnance Flag and the Navy “E” pennant for excel- 

lence and timely performance of Naval ordnance 
contracts. 


MUELLER BRASS CO. 


PORT HURON,MICHIGAN 
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CONCRETE SAVES WITHOUT SACRIFICING 
ESSENTIALS IN WAR CONSTRUCTION 


In war construction, where hazards and 
heavy service make rugged, firesafe con- 
struction imperative, concrete provides 
important savings. 


Saving in transportation, concrete em- 
ploys local, widely produced materials to 
a high degree. 


Saving in time is inherent in the use of 
one material for walls, floors, frames 
and roofs. 


Saving in critical material, concrete at 
the same time provides necessary fire- 


safety and structural continuity—prime 
protective factors. 


Saving in cost, durable concrete often 
reduces first cost as well as annual upkeep. 


Technical assistance on concrete prob- 
lems is available to designers and builders 
of all types of war construction. See 
Sweet’s 4/45. 


PORTLAND CEMENT ASSOCIATION 
Dept. 7-8, 33 W. Grand Ave., Chicago, Ill. 


A national organization to improve and extend the uses of concrete 
... through scientific research and engineering field work 


BUY WAR SAVINGS STAMPS AND BONDS 


Among many concrete airport structures built or under construction 
is the administration building, Municipal Airport, Jacksonville, Florida. 
Jefferson D. Powell, architect; Walter G. Daniel, assistant city engineer. 


World’s Largest Fighter-Plane Plant— Located in the East, this 
new addition to the war machine covers 1,500,000 square feet. The 
structural steel, totalling 12,000 tons; 2000 tons of reinforcing 
steel; and several miles of pipe, were supplied by Bethlehem. The 
steel work was fabricated and erected by Bethlehem’s Fabricated 
Steel Construction Division. 


Overhead Maze of Steel— The plant was completed 
and had begun building fighter planes for the United 
Nations only seven months after the start of construc- 
tion. The complex network of steel that supports the 
box-type roof is made up of Bethlehem light sections, 
angles and channels. 


Architects: Albert Kahn, Inc. 
General Contractors: John W. Cowper Co. 


Plenty of Light on the Subject— Note the canting of the sky- 
lights in this block-long drafting room, supplementing the 
batteries of fluorescent lights. In addition to supplying and 
erecting the steel for this great airplane plant, Bethlehem also 
furnished the column forms and panels used in the concrete 
work, which is reinforced with Bethlehem Bars. 


BETHLEHEM STEEL COMPANY 
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IT HITS THE TARGET TWICE! 


An important saving 


in a critical war metal 


A big step-up in fluores- 


cent lamp performance 


LL fluorescent lamps are alike in 
that each requires the use of mer- 
cury—an essential war material. 


But lamps differ widely in the way that 
material is used. 

Through the newly patented “mercury 
bomb,’’* Hygrade Lamps now get twice 


the good out of the same volume of 


mercury—they stretch this scarce and 
vital metal 100% further. 

But more than that—this remarkable 
new device lifts Hygrade performance to 
a new high level. 


You see, too much mercury in a fluor- 
escent lamp means more than waste—it 
means that the excess deposits itself on 
the surface in the form of dark streaks 
and splotches that cut down light out- 
put. On the other hand, too little mer- 


cury may cause the lamp to grow dim 
after a short period of service. 

The “mercury bomb” rigidly controls— 
to the thousandth of a gram — the amount 
of mercury used in Hygrade Lamps; 
assures precisely the right quantity to 
keep them “bright to the last inch.” 
Chere are four other good reasons — 
easily verifiable — why Hygrade 
Sylvania Lamps can best serve war- 
time lighting needs. They give more 
light; they have a smoothe 
they’re 
they last longer. 


r coating 


texture; uniform in colc 


These fine lamps work well in any 
type of fixture. They’re at their 
best when operating in fixtures made 
for them —‘“‘Miralumes” — complete 
Hygrade fluorescent units in which 


each part teams up with the rest. 


If you haven’t yet received our free file- 
size kit — containing catalogs, prices 
and complete technical specifications on 
all Hygrade Fluorescent Lighting Equip- 
ment—write today to Dept. AR-7, 
Hygrade Sylvania Corporation, Salem, 


Mass. 


U. S. Patent No, 2,283,189 


BRIGHT TO THE 
LAST INCH 


FINER a LONGER 
COATING 


LASTING 


HYGRADE SYLVANIA CORPORATION 


SALEM, MASS. 


Makers of Hygrade Incandescent Lamps, Fluorescent Lamps, Fixtures, Starters, Sockets and Sylvania Radio Tubes 
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Trim, overhead mounted Trane Projection Unit Heaters 
contribute to the efficient appearance of the plant. 


irchitect and Engineer: Albert Kahn Associated Archi- 
tects and Engineers, Inc., Detroit. General Contractor: 
Thorgersen & Ericksen Co., Chicago. Heating Contractor: 
S. J. Reynolds, Inc., Chicago. Photos by Hedrich-Blessing. 


now TRANE COMFORT HELPS BUICK 
SPEED AVIATION ENGINES 


TRANE BLACKOUT 
VENTILATOR 


Positive ventilation for black- 
out plants. The Trane Black- 
out Ventilator is engineered 
to the requirements of mod- 
ern industrial buildings. 
Weather-proof, light-proof, 
and easy to install. 


TRANE FLOAT TRAP 
Working in conjunction 
with Trane Unit Heaters 
on many a plant heating 
system are Trane Float 
Traps—representative of the 
Trane Heating Specialty 
line which includes Valves, 
Traps, and Fittings for 
steam, vapor, vacuum, and 
hot water heating equipment. 


TRANE PROJECTION 
UNIT HEATER 
Trane Projection Unit 
Heaters provide the easy 
solution to the problem of 
heating large areas effi- 
ciently. Available in a vari- 
ety of sizes for a wide range 
of mounting heights with or 

without diffusers. 


THE TRANE COMPANY, LA CROSSE, WISCONSIN «+ Also TRANE COMPANY OF CANADA, LTD., 


RANE Projection Unit Heaters comprise the heart of the heating 
jiena at Buick’s Aviation Engine Plant. Generally mounted 
at a height of 2314’, the units diffuse even and comfortable warmth 
over the entire area of the plant. 

But the problem of heating and ventilating a great plant like 
Buick’s didn’t end here. Also on the job are Trane Winter Supply 
Ventilators, complete with face and by-pass dampers, Trane Heating 
Coils, adjustable vane diffusers, and thermostatic control. Fresh 
air is supplied through roof ventilators. Trane Torridor Blower 
Type Unit Heaters serve the boiler house and also are used for door 
blanketing purposes in the factory area. Neat appearing and space 
saving, Trane Convectors heat the office space. 

Completing this array of Trane heating and ventilating equipment 
are the Trane Steam Heating Specialties used throughout the heating 
system—on various heating units, mains, and riser drips. Trane 
No. 30 Valves and B-1 Angle Traps are used with the Unit Heaters 
to remove all air and condensate and facilitate the 100% efficiency 
of the heating system. 

This installation is a concrete demonstration of Trane’s ability to 
serve war industry, processes, and all types of military and naval 
construction with the nation’s broadest line of heating, cooling, 
and air conditioning equipment for every purpose. There is a Trane 


representative near you. 


TORONTO, ONTARIO 


MANUFACTURERS OF HEATING + COOLING IR ONDITIONING EQUIPMENT 85 BRANCH OFFICES 
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Even before they're made they must travel 


Koppers roofing and waterproofing plants, 
and paint factories . . . from plants which 
make packing for steam locomotives and 


American planes could never hope to 
dominate the skies . . . American tanks 
could never crash their way to victory... 
American ships could never hope to 
succor a desperate world . . . if American 
transportation had not first done the 
biggest job of its kind in history. 

At a time when everything depends 
upon a free flow of traffic, the American 
transportation system has worked so 
magnificently that America, like a man 
with a good stomach, has scarcely been 
aware of its existence. 


BUY UNITED 


Even before ships, planes, tanks and 
guns are made, the railroads and other 
means of transportation must carry the 
raw materials thousands of miles from a 
thousand suppliers to a thousand different 
parts of the nation. 

Koppers has been able to furnish 
supplies of basic materials needed by 
the transportation industries . .. from 
Koppers coal mines, from Koppers plants 
where ties and other wood products 
are pressure-treated to give them long 
life, from Koppers creosote refineries, from 


STATES KAR BONDS 


piston rings for Diesels. 

Maybe, some day in the future, these 
products may serve your peacetime opera- 
tions as they are now serving wartime 
safety. Koppers Co., Pittsburgh, Pa. 


KOPPERS 


AND STAMPS 


- on 


| i = ee | . 


... Use Welded Construction 


This modern method of erecting steel structures effects considerable savings 


in materials because no metal overlapping is needed to make strong, 
permanent connections. Welded construction speeds up building time by 
eliminating punching and drilling . . . by reducing difficult shop handling of 
heavy awkward pieces. 

Other advantages also appeal strongly to architects, designers and 
draftsmen. Welding permits greater freedom of design . . . facilitates 
remodeling . . . makes additions easier by reducing to a minimum the 
number of existing walls, floors and beams which must be removed. 

The services of Air Reduction’s Applied Engineering Department for 
consultation on design problems is at your service. 


Air jReduction 


General Offices: 60 EAST 42nd ST., NEW YORK, N. Y. 


IN TEXAS 
MAGNOLIA-AIRCO GAS PRODUCTS CO. 
General Offices: HOUSTON, TEXAS 
OFFICES IN ALL PRINCIPAL CITIES 


IDLE CYLINDERS ARE PRODUCTION SLACKERS: Keep ‘em tolling for victory! 
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JULY 


MAHON 
= DOORS 


ROLLING 
STEEL 


a as you will, no other closure can equal the 
security, the permanence, the lasting economy of 
Rolling STEEL Doors for the outside or inside door- 
ways of modern industrial buildings. 


FIRE SAFE . . . WEATHER SAFE. . . INTRUSION 
SAFE . . . Rolling Steel Doors offer, in addition, 
the advantages of FULL WIDTH OPENINGS and 
simple, easy, positive control by POWER or HAND 
OPERATION. 


The numerous advancements of design and con- 
struction, developed by Mahon engineers, have 
established Mahon Rolling Steel Doors as out- 


THE R. G. 
DETROIT 


aM 


1942 


MAHON 


THAT ONLY feel CAN GIVE 


standing in performance and protection. The thou- 


sands installed over the past many years continue 
to give the same trouble-free service as those now 
protecting the doorways of so many essential new 
war plants. 


You'll find the reasons why in Sweet's, or in the 
NEW Mahon Rolling Steel Door catalog, just 
issued. Make sure you have a copy in your files. 


COMPANY 
CHICAGO 
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(continued from page 14) 


TECHNICAL MEN SHOULD 
SELECT BUILDINGS FOR 
SHELTERS, SAYS AIA 


CALLING on the Office of Civilian De- 
fense to set up a technical service of 
trained architects, engineers and con- 
structors, to judge the probable reac- 
tion to bombing of any group of build- 
ings, the Committee on Civilian Pro- 
tection of AIA, of which Horace W. 
Peaslee of Washington, D. C., is chair- 
man, submitted its first report to James 
M. Landis, Director of OCD. 

The report, made public by Rich- 
mond H. Shreve, president of the In- 
stitute, urged that “with or without 
headquarters guidance, or stimulus, ar- 
chitects everywhere make the first ges- 
tures of technical collaboration, and 
of organization for action. 

“If, and when, and where, the 
bombs begin to fall,” the report con- 
tinued, “the need is going to be real- 
ized—abruptly—that only exact tech- 
nical knowledge and specific directions 
will count. 

“There are no sweeping generalities 
which will cover the probable reaction 
to bombing of any group of build- 
ings,” the report went on. “One con- 
crete slab should afford protection: the 
next one may be unsafe—due either to 
the type of floor or the relationship 
of floor and wall constructions. The 
public should realize that what is 
needed is spot judgment of the men 
who designed and built these build- 
ings, one by one—with that judgment 
reinforced by the latest technical find- 
ings on the effects of destructive forces, 
in form and in time for absorption 
and application. 

“There was a time when fire fight- 
ing brigades were organized by those 
who liked to play with fire: but it 
sounds incredible nowadays that 
grownups should play with bombs. . . 

“We should be prepared now, we 
could be ready next month, in every 
coastal city, with inland technical re- 
serves ready for service wherever and 
whenever needed. . . 

“If men are needed for research or 
production, we'll help to find them if 
the specification is made known. It’s 
not pleasant to be gate-crashers, even 
for would-be rescue parties—but we're 
strong in our convictions that, both 
before and after buildings begin to 
fall, the one last-minute factor of 
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safety will be the spot judgment of 
men experienced in the ups and downs 
of buildings. It is to these men— 
architects, engineers, constructors, fore- 
men and mechanics—as well as to na- 
tional and local defense agencies, that 
we address this plea for teamwork, 
strongly organized and effectively led, 
to serve and to preserve our fellow 
citizens.” 

The report pointed out that in one 
city local architects and engineers sur- 
veyed four square miles of the business 
district and selected 77 buildings to 
shelter 35,000 persons—in one week. 

“There are indications, from more 
than one source, that generalities about 
non-evacuation of schools are being 
applied without regard for exceptions 
to meet special conditions, as definitely 
provided for in a current OCD pam- 
phlet—exceptions which, in many in- 
stances, ought to be mandatory. Cer- 
tainly, if blind adherence to a blanket 
restriction prevents moving pupils 
from an unsafe building to an adja- 
cent building which is safe, or if a 
jurisdictional situation is allowed to 
hang fire until something happens to 
force the issue, the wrath of parents 
may lead to far more serious conse- 
quences than a mere investigation. 


Landis approves 


Issued with the report was a copy 
of a letter from Mr. Landis to Mr. 
Peaslee. The letter said: 

“I am of the view that the Office of 
Civilian Defense can and should per- 
form a function of this character. We 
are already taking steps in this direc- 
tion. In addition, I feel that techni- 
cal men throughout the country in- 
cluding architects, engineers and others 
can be of very great service to state 
and local defense councils in offering 
their services for use on technical ad- 
visory committees set up by these 
councils to work out the application 
of protective techniques in particular 
localities. 

“It is obvious that the application 
of such techniques will vary from 
place to place and that careful study 
and research by competent technicians 
must be done throughout the country. 
I hope that technical men in all fields 
will feel it a part of their war duty 
to put their professional services at 
the disposal of the defense councils 
for the solution of their problems.” 


WHO + WHAT * WHEN 
WHERE +e WHY ¢* HOW 
FELLOWSHIPS 


THE American Academy in Rome has 
awarded the $1,000 first prize in ar- 
chitecture, in its annual competition, 
to Andrew E. Kuby, Jr., 21 years old, 
of Evanston, Ill., who was graduated 
last month from the University of Il- 
linois. The money allotted to second, 
third and fourth prizes will be shared 
equally by Allen R. Kramer of Bloom- 
field, N. J., senior at Cornell, Edward 
L. Burch of Chicago and Hollis L. 
Logue, Jr., of Fort Wayne, Ind., sen- 
iors at the University of Illinois. 


+ 


Kate Neal Kinley Memorial Fellow- 
ship Committee announces that, as the 
result of its 11th Annual Competition 
of Candidates, Miss Justine Emerson 
Fuller of Urbana, Ill., has been rec- 
ommended to the Board of Trustees of 
the University of Illinois for the Fel- 
lowship. Born in Bangkok, Siam, 
Miss Fuller attended school in South 
India, Germany and Paris. In this 
country she has continued her art stud- 
ies with Boardman Robinson, Moise 
Kisling and Zoltan Sepeshy. The Fel- 
lowship provides a stipend of $1,000 
for study or travel. 


PERSONAL 


EpGar I. WILLIAMS has been elected 
president of the New York chapter of 
AIA, succeeding Harvey Stevenson. 
Also newly elected were L. Andrew 
Reinhard, vice-president, George A. 
Licht, treasurer, and Hugh Ferris, re- 
corder. 


+ 


Howarp L. CHENEY, formerly Con- 
sulting Architect in the Office of the 
Supervising Architect, Public Buildings 
Administration, has been commis- 
sioned a Major in the U. S. Army Air 
Forces, his duties to be concerned 
“with the design and construction and 
inspection of airports and air bases.” 
Mr. Cheney was architect for the 
Washington Airport. (ARCHITECTUR- 
AL RECORD, Oct., 1941). 


+ 


CLARENCE W. BRAZER of New York, 
past president of the Pennsylvania 
State Association of Architects, was 


(continued on page 30) 
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PORCELAIN INSULA- 
TORS are of heavy 
cross-section with 
surface corruga- 
tions to increase 
electrical spacings. 
They are securely 
mounted every 20” to casings 
by steel brackets and protected 
against breakage by shock- 
absorbing felt pads. Round 
rigid bus bars are anchored 
against endwise movement by 
stop-pin at end insulators. 


FLEXIBLE COUPLINGS join bus bars. Special 
design permits expansion or contraction 
of bus bars to be absorbed at the joint, and 
also provides flexible connections for cor- 
rection of minor variationsin bus alignment. 


UNITS EASY TO ATTACH. Hook-type bracket 
on top of plug-in unit attaches to top of 
duct. Unit is then swung down and jaws 
snap into position on bus bars. Tightened 
securely with a single screw—on or off in 
a jiffy. 12 units may be attached to each 
10’ section. 


In planning new industrial plants and modernizing old ones, 
architects face a two-fold job—providing for present require- 
ments and anticipating future needs. 

SAFLEX PLUG-IN DUCT solves the problem of meeting today’s 
and tomorrow’s electrical energy needs—with a degree of 
flexibility which eliminates delays and cuts costs. 


In designing or re-designing any industrial plant, you will 
increase its over-all efficiency substantially by providing this 
modern method of electrical distribution. Saflex Duct is avail- 
able in five capacities—from 250 to 1000 amperes in 2 and 
3 wire, single phase; 3 phase and 4 wire service for 600 
volts and less. Ask your electrical contractor or write us 
direct for complete details. 


SAFLEX PLUG-IN UNIT provides all of the basic features and 
advantages of Square D’s Saflex Panel Unit. Arc shields over live 
contacts. When cover is open, all exposed current-carrying parts 
are dead. Positive pressure fuse clips and steel-backed copper con- 
tact jaws are used on all sizes. Saflex plug-in units are available 
in 2 and 3 pole and 3 phase, 4 wire 30 to 200 amperes inclusive, 
230 and 575 volts. All units are horsepower rated. 


SQUARE J] COMPANY 


DETROIT- MILWAUKEE -LOS ANGELES 
KOLLSMAN INSTRUMENT DIVISION, ELMHURST, NEW YORK 
IN CANADA: SQUARE D COMPANY CANADA LIMITED, TORONTO, ONTARIO 


The “sleeper” that Lehigh University 
VOTED MOST LIKELY TO SUCCEED 
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ECAY and termites were the 

dangers from which the 

sleepers under this wood flooring 
must be protected. 


The problem was easily solved, 
however — for the sleepers “voted 
most likely to succeed” in this new 
Lehigh University gymnasium were 
sleepers treated with Du Pont 
CZC. Durability was thus assured; 
“early maintenance” costs avoided. 


The useful life of lumber treat- 
ed with Du Pont CZC is multiplied 
many times — because it is decay 


resistant and termite repellent. And 
this treatment offers all of the ad- 
vantages of lumber that is fire 
retardant, clean, odorless, paintable. 


Here is a point to remember! 
CZC treated lumber permits speedy 
construction because it is one of 
the few “permanent type” building 
materials that is readily available. 
Write for location of plants equip- 
ped to render this service. E. I. du 
Pont de Nemours & Co. (Inc.), 
Grasselli Chemicals Department, 
Wilmington, Delaware. 
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(continued from page 28) 


awarded an honorary Doctor of Science 
degree at commencement exercises 
which commemorated the 50th anni- 
versary of Drexel Institute of Tech- 
nology, Philadelphia. 

+ 
VERNON F. SEARS has joined the tech- 
nical staff of United States Plywood 
Corporation. As staff architect he will 
devote himself to a study of plywood 
application in both prefabricated and 
field operation for housing and other 
types of frame construction. 

+ 


L. ABBOTT Post has been appointed 
to the newly created post of manager 
of the American Institute of Steel Con- 
struction. Formerly vice-president of 
Post & McCord, New York erectors 
of structural steel and builders of the 
Empire State and RCA Buildings, Mr. 
Post has recently been attached to the 
Construction Branch, Production Di- 
vision of the War Production Board. 


GIVES GUGGENHEIM ESTATE 


Mrs. DANIEL GUGGENHEIM last 
month gave to the Institute of the 
Aeronautical Sciences her 162-acre es- 
tate at Port Washington, Long Island. 
The two-thirds of a mile waterfront 
and 40-room house) will be used for 
experimental investigation, Major Les- 
ter D. Gardner, executive vice-presi- 
dent of the Institute, announced. 

Following this announcement came 
word of the establishment by Glenn L. 
Martin, aircraft manufacturer, of the 
Minta Martin Aeronautical Endow- 
ment Fund, which will be used to pro- 
vide research and study facilities at 
the site of the Guggenheim estate. 

Mr. Martin in 1940 was recipient of 
the Daniel Guggenheim Medal, award- 
ed annually by the Institute of the 
Aeronautical Sciences in conjunction 
with the American Society of Mechani- 
cal Engineers and Society of Automo- 
tive Engineers, and considered the 
highest award for achievement in aero- 
nautics, 

The late Mr. Guggenheim estab- 
lished in 1926 the Daniel Guggenheim 
Fund for the Promotion of Aeronautics, 
which endowed schools of aeronautics 
at many universities and made out- 
standing contributions to the devel- 
opment of the science. Harry F. Gug- 
genheim, son of the founder, was its 
president. 
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DAY-BRITE FLUORESCENT FI a> 
| XTURES 
MAKE EVERY “LIGHT MINUTES ECE ~ EFFECTIVE 


The DAY-LINE 


For continuous installations — Porcelain 


~ enamel reflectors — Designed for easy 
The TWO-FORTY ... THREE-FORTY installation and servicing. 2 or 3 — 
Industrial fixtures designed for highly-effective 40 watt; 2— 100 watt lamps. 
factory illumination ... Two 40-watt; and 
three 40-watt lamps. 


60 “LIGHT MINUTES” IN 
EVERY PRODUCTION HOUR 


| heer Fluorescent Fixtures utilize every 
light minute of every production hour. A 
flood of glare-free illumination is secured and 
maintained by: Correct spacing of tubes — Main- 
tenance of cut-off angles that govern light distri- 
bution — Ease of installation — Ease of servicing 
— Mechanical accessibility — Provision for unit 
mounting or continuous runs... 


IMPORTANT TO ARCHITECTS 
There’s a Day-Brite Engineering Consultant near you, 
qualified to furnish specific recommendations—including 
blue-print layouts — all based on a detailed analysis of 
your individual requirements ... Call him for helpful 
service — his time is yours! 


DAY-BRITE LIGHTING, INC. 


5429 BULWER AVE. èe è> e ST. LOUIS, MO. 


The LITEWAY 
A louver type exposed troffer for direct 
ceiling mounting In single units or long con- 
tinuous runs. Single or multiple lamp. 


The PARALUME = 

A very popular Day-Brite Unit for general 
lighting — furnished for 2, 3 or 4 lights. 
Direct ceiling or suspension mounting. 


Designs Patented Nos. 130,740, 
2,281,346, 122,156, 125,901 


The COMPLETE LINE OF FLUORESCENT LIGHTING FIXTURES SE e EAP CA 
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FIRST OFFER: If you operate any kind of equipment made 
of aluminum and you are baffled in any way in main- 
taining it in top condition—give us the facts, and we will 
rush you our recommendations. 


THREE OFFERS 
AND A 


We are busy making more millions of pounds a month than we 
P R ih P (0) S A L made in a whole year, not so long ago—but not too busy to make 
sure that no single pound of aluminum at work anywhere on war 
effort shall fail to do its share of making whatever it takes to win. 


SECOND OFFER: lf you are making anything whatsoever 
out of aluminum, and are stumped in any way in setting 
up the best methods of fabricating it—give us the facts, 
and we will see that you get all the know-how in our power. 


THIRD OFFER: If you have joined the host of those who 
believe that industry must even now be planning the new 
products that will make jobs when this thing is finally 
over; if you are letting your imagination soar: Won’t 
you ask us to help you engineer it down to earth. with all the 
up-to-date facts about Alcoa Aluminum, plus some of the very 
practical dreams we have been dreaming? 


AND THE PROPOSAL: Do some personal Imagineering, right now, 
for the sake of your own personal tomorrow. 


We have been talking Imagineering for some months largely in 
terms of the future. And in terms of industry. But here is the 
personal slant: 


Thirty billion dollars is loose in the country. 
It is the gap between what is available for 
spending and what is available for personal 
purchases. Each of us has a sliver of that 
chunk of excess purchasing power. 


If we put it into War Bonds, we are told that it will both finance 
the war, and avoid inflation. We sometimes forget that it will also 
finance ourselves, as users of goods, to buy the new products we 
are all readying, as makers of goods. Buying tomorrow, today, 
is patriotism and sense—business sense. 


Aluminum Company of America, 2167 Gulf Bldg., Pittsburgh, Pa. 


ALCOA ALUMINUM 
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doubles room's size and receipts 


The Glass Slipper, Fort Meigs Hotel, Toledo, Ohio 


Look closely. You might guess this to be the main bar 
lounge of a large Manhattan hotel. Actually, this modern- 
ized cocktail lounge of Toledo’s Fort Meigs Hotel is small 
in size, seating a total of 65 people at bar and tables. 

You are looking at a reflection of the room in its large, 
polished plate glass mirrored wall. The table tops, too, are 
of plate glass, indirectly lighted, and specially sandblasted 
—hbeing shallower near the light source and deepened near 
the edges. The entire effect of this modernization with 
mirrors and glass appointments gives this room an illusion 


of spaciousness double its actual size. But there has been no 


illusion about the increased business . . . more than 150 per 
cent greater receipts since modernization. 

Here is an outstanding example of the modern possibil- 
ities in design through use of mirrors. But remember, the 
first essential of a quality mirror is a quality glass. Your 
best assurance is to specify Libbey: Owens: Ford Polished 
Plate Glass. For the extremely smooth, polished finish of 
L-O-F Plate Glass, its clarity and greater freedom from 
distortion are essential qualities of a perfect mirror. 
Libbey-Owens‘Ford Glass Company, 1328-A Nicholas 
Building, Toledo, Ohio. 


LIBBEY°OWENS*FORD 


QUALITY CZ 


PRODUCTS 


JULY 1942 


33 


ee 


M-H UNIT HEATER CONTROLS KEEP 
DEFENSE WORKERS AT TOP EFFICIENCY 


M inneapolis-Honeywell is not only doing its share in the all-out war program, but is 
helping others who help as well. Minneapolis-Honeywell automatic processing controls 
and automatic heating and air conditioning controls provide faster production, conserve 
raw materials and promote employee efficiency. When you convert your present plant to 
war production, or build a new one, remember the essential importance of M-H Controls. 
Remember that M-H Controls eliminate production waste by maintaining product uni- 
formity and conserve fuel by maintaining exactly the temperature needed. Minneapolis- 
Honeywell manufactures a full line of both electric and pneumatic controls and is in a 
position to assume undivided responsibility for the complete control system. Minneapolis- 
Honeywell Regulator Company, 2804 Fourth Avenue South, Minneapolis, Minnesota. 
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"We the people of the United States... 


. in order to form a more perfect union, establish justice, insure domestic 


tranquillity, provide for the common defense, promote the general welfare, 


and secure the blessings of liberty to ourselves and our posterity, do ordain 
and establish this Constitution for the United States of America.” 


“, . . Equal and exact justice to all men, freedom of reli- 
gion, freedom of the press, freedom of person under the 
protection of the habeas corpus; and trial by juries impar- 
tially selected—these principles form the bright constella- 
tion which has gone before us.” —Thomas Jefferson, 1801 
* 
“, . . They are the two principles that have stood face to 
face from the beginning of time. The one is the common 
right of humanity, the other the divine right of kings. It 
is the same principle in whatever shape it envelops itself. 
It is the same spirit that says, “You toil and work and earn 
bread, and I will eat it? No matter in what shape it comes, 
whether from the mouth of a king who bestrides the people 
of his own nation and who lives from the fruit of their 
labor, or from one race of men as an apology for enslav- 
ing another race, it is the same tyrannical principle.” 
—Abraham Lincoln, 1858 
* 
“.. . It is for us, the living, rather, to be dedicated here 
to the unfinished work which they who fought here, have, 
thus far, so nobly advanced. 

“It is rather for us to be here dedicated to the great 
task remaining before us—that from these honored dead we 
take increased devotion to that cause for which they here 
gave the last full measure of devotion—that we here highly 
resolve that these dead shall not have died in vain—that 
this nation, under God, shall have a new birth of freedom 
—and that government of the people, by the people, for 
the people, shall not perish from the earth.” 

—Abraham Lincoln, 1863 
* 

“A period of change is upon us. Our opponents, the 
men of inaction, ask us to stand still. But we could not 
stand still if we would. We must either go forward or go 
backward. Never was the need more imperative than now 
for men of vision who are also men of action. 

"We who stand for the cause of progress are fighting to 
make this country a better place to live in for those who 
have been harshly treated by fate; and, if we succeed, it will 
also be a better place for those who are well off. 

“We stand for the cause of the uplift of humanity and 
the betterment of mankind. We are pledged to eternal 
war against wrong, whether by the few or the many, by a 
plutocracy or by a mob. We believe that this country will 
not be a permanently good place for any of us to live in, 
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unless we make it a reasonably good place for all of us to 
live in.” —Theodore Roosevelt, 1912 


* 
‘. . . We are going to win the war and we are going to 
win the peace that follows.” 
—Franklin D. Roosevelt, Dec. 9, 1941 


* 
“. . . Sure I am that this day now we are masters of our 
fate, that the task which has been set us is not above our 
strength; that its pangs and toils are not beyond our endur- 
ance. As long as we have faith in our cause and uncon- 
querable will power, salvation will not be denied us.” 
“. . . If you allow me to use other language, I will say 
that he must indeed be a blind soul who cannot see that 
some great purpose and design is being worked out here 
below of which we have the honor to be the faithful 
servant.” —Wéinston Churchill, Dec. 26, 1941 


* 

“.. . Our own objectives are clear; the objective of smash- 
ing the militarism imposed by war lords upon their enslaved 
peoples—the objective of liberating the subjugated nations 
—the objective of establishing and securing freedom of 
speech, freedom of religion, freedom from want, and free- 
dom from fear everywhere in the world.” 
“. .. We are fighting today for security, for progress, and 
for peace, not only for ourselves, but for all men, not only 
for one generation but for all generations. We are fighting 
to cleanse the world of ancient evils, ancient ills.” 

—Franklin D. Roosevelt, Jan. 6, 1942 


* 

“. . . Everywhere the common people are on the march.” 
“, . . The people are on the march toward even fuller free- 
dom than the most fortunate peoples of the world have 
hitherto enjoyed.” 

‘. .. when we begin to think about the significance of free- 
dom from want for the average man, then we know that the 
revolution of the past 150 years has not been completed, 
either here in the United States or in any other nation 
in the world. We know that this revolution cannot stop 
until freedom from want has actually been attained... . 
But by our very errors we learned much, and after this 
war we shall be in position to utilize our knowledge in 
building a world which is economically, politically and, I 
hope, spiritually sound.” —Henry A. Wallace, May 8, 1942 
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LG N FOR 


[) emocracy is based largely on the freedom of the individual to de- 
velop to the utmost of his capacity and to live a full life, with the 
limitation that his freedom and action do not interfere with like freedoms of 
his fellow countrymen. The laws of the land and the administration of gov- 
ernment are all designed to that end. This basis of the Design for Democracy 
has been clearly drawn by the elected leaders of America from the framing 
of the Constitution to the Atlantic Charter. The task before us in every field 
of endeavor is to develop the Design for Democracy to incorporate the ad- 
vances that science has brought. The pattern changes with changing times 
but the basis of the design remains. 


* There is unanimity of thought and statement throughout the democratic 
world that this is a people’s war, to be concluded by a peace for the ultimate 
benefit of all people, that the state exists for the individual, not the individual 
for the state. Democracy is fighting for its life. This war emphasizes the 
necessity of preserving Democracy at all costs and accelerates the changes 
in the pattern of the Design for Democracy. Democracy must be both 
capable of surviving and worthy of the sacrifices and effort. The basic pattern 
of the Design for Democracy is emphasized by the challenge to its very 
existence. The importance of the people, the individual, the family is re- 
affirmed. But what has all this to do with architecture, engineering and build- 
ing? 

* This return to the fundamentals involves a realignment of our thought 
and effort to be of greater service to the people. We are realigning our pro- 
fessional and business activity to serve efficiently and effectively. We are ac- 
celerating our efforts to create communities in which the individual will have 
greater freedom to work and play and love and worship, for these are the 
things men live by. Ours is the continuing task of providing the environ- 
ment in which democracy works. 


* The first, immediate, urgent task in the Design for Democracy is to WIN 
THE WAR. Otherwise all is futility and nonsense. All man power, brain 
power, all natural resources, all productive capacity must be devoted to that 
one first purpose—WIN THE WAR! 


* The country’s construction industry has gone all-out to do just that. Its 
creative talent, its architects and engineers, its builders and manufacturers, 
artisans and labor have put all they have and are at the service of their gov- 
ernment to win the war. They have gone to every branch of government to 
place at the disposal of their country experience, ability and resources. They 
will continue to do so. 


* Many have been, and are, engaged in war planning and construction, many 
in armed service, many in war industry—but many remain willing but idle, 
because of the inherent nature of the war work. Those in governmental au- 
thority have not found it possible to use all the men who offer their services. 
These men should be, and must be, engaged in other phases of Design for 
Democracy. The problems of constructing the physical plant that will permit 
and engender a better pattern of life for all the activities of all the people 
require all the men and brains that our government cannot use directly in 
the war effort. 


* And this is but one part of the Design for Democracy now evolving—it is 
the construction industry’s part, the physical part, our part. Equally impor- 
tant, and of necessity to be served by us, are the developments in the fields 
of government itself—of international relations, of economic ways and means, 
of finance, production and distribution, of commerce and transportation, of 
education, health, recreation and religion. Our part in the Design for Democ- 
racy is to plan efficiently and intelligently to provide the physical setting, the 
means or environment that will best serve and coordinate the needs of the 
people collectively and individually. It is a big order. It is not a one-man 
job, or a one-profession job, or a one-industry job. It is a job of coordinated 
fact-finding, of determining present facilities and future needs, and of de- 
veloping ways and means to meet them. 


* To be specific, we are not starting with a clean slate to create ideal new 
dream cities, towns and regions. We are faced with the realities of mushroom 
towns and decaying cities, blighted areas and slums, rising taxes and bank- 
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rupt municipalities, acute traffic problems and increased rental vacancies, 
worried Chambers of Commerce and an unenlightened public. Further ob- 
stacles are the land prices that bear no relationship to possible land uses, 
absentee ownership and lots of all sizes and shapes, street patterns convenient 
only for the conveyance of deeds and leases, obsolete antiquated building 
codes, assorted rackets and a ponderous public inertia. 


* The replanning of our cities and of our communities in the face of these 
realities is no easy task. It will require more than a rendered master plan 
(though a flexible master plan must be worked out, and local architects and 
engineers must aid in its inauguration or development). It will require a 
well-conceived plan and program to enlist the interest of all the leaders of 
the community and of all the civic-minded or public-spirited organizations. 
It will require the participation of civic officials, the press, educators, mer- 
chants, labor organizations, political parties, realtors, bankers, philanthro- 
pists, social workers, public utilities, doctors, lawyers—the list goes on and 
on. But all have a stake in the community — and a contribution to make 
under expert technical guidance. This is the democratic way. The people, 
working in their own interests, creating their Design for Democracy. The 
part that the architect and engineer and city planner can play now is to 
formulate the program for determining needs and for enlisting the interest 
of the other factors in the program for meeting those needs. Local initiative 
is necessary now to take advantage of whatever state or federal aid may be 
forthcoming at a later day. Post-war employment and local prosperity may 
well depend on the wisdom and understanding with which the local or re- 
gional plan is worked out. 


* It is naturally impossible to “grasp the sorry scheme of things entire, and 
remold them nearer to our hearts’ desire,” but it is possible to attack those 
particular parts of the problem in which we can be effective, and to cooperate 
actively with the other interests in our locality—the city officials, the city 
planning commission, the builders, producers, housing authority. In seeking 
those who are alive to the need, or awaking their interest, we will be doing 
a necessary part in the Design for Democracy. We will incidentally uncover 
the opportunities for site planning, for replanning, remodeling, and for service 
in creating the multitude of new buildings that will be required after the war. 


* Leadership is needed now and the opportunity for the creative-construc- 
tive professions is implicit. What does this mean to us as individuals? 


* First. We must understand more clearly the present situation and the cur- 
rent trend of thought and action, to be sure of our direction. We need the 
background of a clearer understanding of what is taking place, that we may 
adjust our work to new conditions. “Understanding may be likened to the 
fingers of the mind, whereby many ideas are collected in one grasp and so 
brought under a single and a common idea.” That common idea, expressed 
by leaders of free nations, quoted on the previous page, is — Design for 
Democracy. 


* Second. We must devote our energies to one of three spheres of activity, 
the one where each can best do his part, for all are vital in the Design for 
Democracy — 1. Active military service. 2. War construction. 3. Planning 
for the building of an America better fitted for the needs of an indus- 
trialized, civilized people. 


* In any case we must keep informed of the programs and possibilities for 
future construction, because the services of men with planning and technical 
ability and training will be needed as never before. We must keep informed 
of the trends, of the new needs, the new techniques, materials and methods 
to be used in meeting those needs. Architecture itself is undergoing sig- 
nificant change — once keyed to monumental display, now it develops stimu- 
lating buildings for the welfare and happiness of all the people. The func- 
tions, plans and forms of all types of buildings are undergoing rapid changes 
to meet new demands. Hospitals, health centers, houses, schools, factories, 
stores — all are evolving in the interest of greater usefulness, efficiency and 
economy. 


* The future will be ours only if we make it so. Only by winning both the 
war and the peace can we Design for Democracy. 


THE SENSE OF THE 


Highlights reflecting the thoughts expressed at the 
Annual Meeting of the American Institute of Architects 
at Detroit. Here Kahn was honored, the Washington situ- 
ation explained, opinions aired, post-war planning dis- 
cussed, speeches made, professional problems argued, 


resolutions offered, professional fees defined, by-laws 
amended, membership clarified, officers elected, Cran- 
brook visited, Booth honored, factories seen, friendships 
renewed and Detroit’s hospitality enjoyed. 


Hcuesr of highlights of the meeting was the annual 
dinner in honor of Albert Kahn, when, during a blackout, 
General Knudsen spoke in the dim reflected light from a 
table lamp. He spoke simply and from the heart, honoring 
his old friend, Albert Kahn, and inspiring us with his 
earnest convictions regarding the war effort and the ulti- 
mate victory. The citation, read by Charles Ingham, Secre- 
tary, . . . “ALBERT KAHN, exponent of organized effi- 
ciency, of disciplined energy, of broad-visioned planning, 
he has notably contributed to the expansion of the field of 
architectural practice. Master of concrete and of steel, 
master of space and of time, he stands today at the fore- 
front of our profession in meeting the colossal demands of 
a government in its hour of need.” 

President Shreve graciously presented the unique medal 
to Albert Kahn who, with equal graciousness, received it. 
Mr. Kahn prophesied that after the interval of readjust- 
ment following victory America will experience its greatest 
prosperity. . . . “We may require a couple of years for 
readjustment, but thereafter should follow a period more 
prosperous than we have ever experienced. It must be 
remembered that ours is the only country in a position to 
supply the devastated lands with all that is necessary for 
rehabilitation. All this will mean more buildings. 

“But where is the money to come from to pay for these? 
—a question so often asked. This is a detail I am quite 
willing to leave to economists who will solve the query. 
Means will be found. As for other types of work— 
numberless hospitals and schools and public buildings will 
be required, to say nothing of the housing necessary to 
make up for the war years. 

“Proper planning ahead is all-essential and let us hope 
that this may include far-sighted town planning, for this 
is one field in which we have been sadly lagging, one to 
which we must devote ourselves more wholeheartedly. End- 
less new problems will present themselves, many of which 
may be anticipated and must be prepared for—before the 
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rush is upon us. I am certain that the Institute and its 
officers are fully awake to the situation and that the neces- 
sary steps are being considered. . . . It is indeed a 
far cry from the work of the artist-architect of by-gone 
days to the businessman-architect of today. It is to the 
credit of the profession that many firms have risen to the 
occasion. In much of the war work building 
codes have been largely ignored. Stresses have been used 
for materials far in excess of those heretofore permitted,” 
he explained. “The buildings thus constructed prove the 
waste caused by obsolete codes from which most cities are 
suffering. . . . Building codes should permit the maxi- 
mum, not™the minimum as they do today. There should 
be other laws to protect against the practice of the in- 
competent. In my opinion, it would be as well to restrict 
the doctor in the number of pills to prescribe as to insist 
upon some of our existing building laws. . . .” 

Under Vice-President Walter R. MacCornack’s chair- 
manship, the Committee on Post-War Reconstruction pro- 
pounded its views, and the synopses of three post-war 
programs were presented—the Hansen-Greer Plan, the 
Urban Land Institute Plan, and the FHA Handbook Plan. 
In reporting these plans, various obstacles to creating better 
environments were reiterated: high and delinquent taxes, 
land prices bearing no relation to land uses, lack of legal 
power in controlling land, city expansion leaving blight in 
its wake, inadequate street patterns, artificial city boun- 
daries,—and all the rest. Solutions to problems agreed 
largely in objectives but differed in details of means and 
procedures. There was agreement on the necessity for 
locally-developed, flexible master-plans; the need for public 
control and large-scale acquisition of land; replanning to 
reduce population-densities and to accommodate present 
and future transportation. 

Mr. MacCornack’s report stated that ‘We are living 
through a political, economic and social revolution, and to 
think of post-war reconstruction as a continuation of pre- 
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MEETING 


ALBERT KAHN, recipient of the 
AIA Medal, with friends Lieutenant 
General William S. Knudsen and 
Richmond H. Shreve, AIA President 


war or pre-depression methods will not suffice. . . . Unless 
constructive and definite plans are made now for the period 
following this war, there will be unemployment and chaos 
in the building industry with the result that hastily devised 
public and private works programs, not based on sound 
principles, will be advocated and carried out. 

“To profit best by the building needs which will arise 
after the war, architects and other groups in the building 
industry, including engineers, regional planners, producers, 
builders, labor, banking institutions, insurance companies, 
private investors, all types of owners, and government 
agencies subsidizing construction, should plan ahead by 
making an immediate and intelligent examination of all 
the factors involved, with a view to effective action. 

“These groups should create an organization pledged 
to subordinate selfish interests for the common good; they 
must be free from the government but cooperating with it; 
they must support sound legislation and oppose unsound 
legislation. .. . 

“The guiding principle of this work should be research, 
based on the scientific approach which seeks to find the 
facts and acts on the results of research. Such research 
should not be done by government nor by those motivated 
by selfish interests. . . . Such a program should be initiated 
now and augmented as the war effort comes to an end. 
There is available ample technical skill to start it. All of 
the manpower of the profession of architecture might be 
mobilized to develop it... .’ 

The committee envisions regional instead of city plan- 
ning in which entire metropolitan and surrounding areas 
will be brought under one jurisdiction. It speculates on the 
effect of the post-war type of automobile and airplane on 
the selection of home sites. . . . “It will not be possible 
to rebuild cities on the basis of the high land values now 
existing. The problem of deflating land values must be 
considered. Cities may be decentralized either on the basis 
of resettlement of population in areas far removed from 
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the urban area, or of redistribution within a metropolitan 
area.” 

William Stanley Parker, of Boston, said, “Local govern- 
ments as well as Washington are now too busy to think of 
post-war efforts. It is too hard to interest them in post-war 
planning. Sooner or later they must be interested, for, if 
federal money becomes available for post-war construction, 
there will be a mad scramble and the squeaky wheel will 
get the most grease. Local communities cannot wait for 
federal action before making their own plans. .. .” 

Albert B. Tibbets, of the Producers’ Council, said, 

'. . . Apparently this situation will get worse before it 
gets better. . . . And yet there is so much which this 
[technical} talent could do now, and for the remainder 
of the war, that would stand us in good stead when hos- 
tilities cease. Perhaps we can somehow find ways to put 
some of these technical facilities to work in preparation 
for the post-war period and not allow all of it to seek 
other occupations, important as they may be to the war. 

“Our construction industry will not be mobilized for 
the post-war period unless there are a substantial number 
of construction projects on which drawings and specifica- 
tions are all ready to be put promptly into the construction 
phase... .” 

Representatives of organized labor must be included in 
meetings of the construction industry to insure cooperative 
action, the Committee on Industrial Relations reported... . 
“The exclusion of this important element in the past is, 
in our opinion, the major reason for the failure of previous 
attempts at cooperation within the industry,” said Chairman 
A. C. Eschweiler, Jr., of Milwaukee. 

A large number of architects cannot be absorbed in the 
war effort, the Committee on Architectural Services found, 
and to employ them as planners “will involve no detraction 
from the prosecution of the war and no critical materials.” 
The United States has plenty of devastated areas without 


having been bombed. (continued on page 92) 
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FIRST FLOOR 


Typical floor plan: four ‘integrated units‘' and public spaces 
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RESIDENCE HALLS FOR WOMEN, WASHINGTON, D. C. 


DESIGNED TO MEET THE ACUTE HOUSING PROBLEM 


D urise the last few years, metropol- 
itan Washington has zoomed from a 
city of 600,000 to a metropolis of more 
than 1,200,000, and new wartime 
workers—both civil and military—still 
arrive by almost every train. Long 
since, the usual condition at all near- 
in hotels has been “standing room 
only”; rooms-for-rent within walking 
distance of work are nearly nonexist- 
ent, and newspapers make feature stor- 
ies out of four-to-a-room living condi- 
tions. Providing a solution to a part 
of this increasingly urgent problem, 


1, Lounge. 2. Vestibule. 3. Coat check 
room. 4. Sweet shop. 5. Reading room. 
6. Office. 7. Safe. 8. Office (clerks). 
9. Mail room. 10. House manager, 11. 
Clerks. 12. Card room. 13. Closet. 14. 
Telephones. 15. Showers. 16. Toilets and 
lavatories. 17. Active linen storage. 18. 
Parlor. 19. Trucks and mops. 20. Emer- 
gency linen storage and blankets. 21. 
House mother. 22, Domestic room. 23. 
Diet kitchen. 24, Stairs. 25. Dumbwaiter. 
26. Janitor and fire-fighting equipment. 
27. Men’s toilet. 28. Beauty parlor. 
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the Public Buildings Administration of 
the Federal Works Agency has de- 
signed for D. C. women workers the 
residence halls shown on these pages. 

The total project—consisting of 
seven sites of varying sizes—involves 
31 residence halls with 12,291 rooms, 
and 12 other buildings that serve op- 
erational, health, social and recreation- 
al needs. The designs and the loca- 
tions—in each case within walking 
distance of likely places of employ- 
ment—have been approved by the Na- 
tional Park and Planning Commission. 

Made up of a number of “integrated 
unit plans” (see shaded portion of 
typical hall plan), the type residence 
hall shown would be used at all sites— 
subject only to slight modifications 
made necessary by special physical con- 
ditions. The largest single scheme 
near the new War Department Build- 
ing at Arlington Farms (see plot plan, 
page 43) consists of 14 of the halls, 
housing 5,787; cafeteria building; ad- 
ministration building; canteen group; 
assembly building; central laundry; in- 
firmary; and a combined garage, stor- 
age and maintenance building. The 
two smallest of the sites would con- 
tain but two residence halls and a 
minimum of attendant structures. 

To quote C. David Persina, Chief of 
the Planning and Design Section of 
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George Howe, Supervising Architect 
Gilbert Stanley Underwood, Consulting Architect 
C. David Persina, Chief of Planning and Design Section 


S. E. Sanders, Site Planner 


Bird’s-eye perspective, typical residence hall 
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LOUNGE AND RECREATION AREA 


ENTRANCE DETAIL 


42 


Te am CS 
: ` ARTERE Ves 
MASA aiDan ar A Steers 


Renderings by PBA 
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ARLINGTON FARMS, the largest site. The group of 14 residence halls 
and social and service buildings, combined with a related system of roads 
and play areas, provide air, light, natural vistas, space for recreation and 
convenient flow of pedestrians to and from work. Access to the buildings 
is solely by lanes designed to discourage through traffic. Off-street park- 
ing and approaches for delivery of in and out services are provided. Paths, 
completely separated from roadways in most instances, are for pedestrian 
circulation to and from work and other areas. Buildings are oriented for 
maximum light, air and sunshine. 1 to 14. Residence halls. 15. Infirmary. 
16. Cafeteria. 17. Indoor recreation. 18. Auditorium. 19, Canteen. 
20. Shops. 21, Administration and Post Office. 22. Maintenance ware- 


house and repairs, 23. Central laundry 


PBA: “Each location becomes a sepa- 
rate problem of approach, making it 
necessary to interpret the requirements 
of each individual project in terms of 
space and mass of structure, to inter- 
pret the limitations of materials in 
terms of form, to coordinate the func- 
tions of the various physical manage- 
ment and social amenities, and at the 
same time mould utility and economy 
into a suitable and functional composi- 
tion, based on a working relationship 
of specialists in operation manage- 
ment.” 

Research and consultation with au- 
thorities on economics, sociology and 
operation management preceded actual 
planning. Emergency factors were: 
scarcity of critical materials, need to 
adopt current methods and materials 
that would produce the buildings as 
speedily as possible, and statutory lim- 
its of the cost per bed. The final 
schemes, proposed as practical and 
economical solutions within the scope 
of densities permitted by certain fire- 
hazard restrictions and geographical 
limitations, provide minimum stand- 
ards of adequacy in the essentials of 
living. The size of the typical hall is 
also predicated on effective supervised 
control of all public spaces and guest 
stairways from the clerk’s desk in the 
entrance lobby. 

Each building is planned for peace- 
ful living and individual privacy; each 
of the “integrated units” of a build- 
ing has its own sanitary unit and pri- 
vate parlor. As Mr. Persina sums it 
up: “The whole concept is based on 
the four basic elements which require 
consideration in the design of human 
environment. These are people, space, 
materials, and specific physical condi- 
tions, which become not just a shelter 
responsibility, but one for the develop- 
ment of the fundamental dignity of 
every being, plus a physical and social 
pattern within which it can operate.” 
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All buildings will be completely fur- 
nished and equipped. 


STRUCTURE 


AS DESIGNED, the residence halls are 
two-story buildings with partial base- 
ments; footings are of concrete; base- 
ments have brick walls and concrete 
floors. Exterior walls above the first 
floor consist of wood posts and girders 
and 1/,-in. thick asbestos-cement-cov- 
ered insulation board. Stair towers and 
stairs are of concrete. Interior walls 
are wood posts and girders, with 11⁄4- 
in. asbestos-cement-covered insulation 
board used for corridor and room par- 
titions. Closet walls are of plywood. 
Lounges and public spaces are finished 
with wallboard and a wood wainscot. 

The flat roofs are made up of wood 
rafters, sheathing, 4-in. batt-type insu- 
lation and composition roofing. Floor 
surfaces are factory-finished oak floor- 
ing over wood joists (on the first 
floor: sub-floor and paper). In office 
and lounge space, floor surfaces are 
asphalt tile. For showers, toilets and 
domestic rooms, cement floors will be 
used; linoleum over plywood is sched- 
uled for kitchens. Ceiling finish: insu- 
lation board, with acoustical insulation 
on ceilings of lobby and public spaces. 


Scale model, typical bedroom, 
showing flexibility of furniture 
arrangement 


The general structural method con- 
sists of a skeleton wood frame, cut to 
exact size and shape, either at the fac- 
tory or in the field, notched and 
grooved as required. The erection job 
is largely one of assembly. Units of 
the insulated asbestos-cement wall- 
board, 4-ft. by 8-ft. in size, are then 
attached to this skeleton with shorter 
pieces cut to leave space for windows 
of any desired width in every alternate 
course. Prefabricated window frames 
are fastened in the openings. Another 
wall panel and a wood girder above 
the windows complete the side-wall 
unit. Floor and roof framing are cus- 
tomary joist construction paralleling 
the frames, with subfloor laid in oppo- 
site direction, forming a complete box 
girder the length of each wing. Ex- 
terior walls and interior partitions 
remain unfinished; windows are of 
wood, sliding on hardwood guides 
(providing maximum ventilation and 
avoiding priority headaches). 

Where possible, all utilities will be 
connected to those now in place serv- 
ing adjacent sites; auxiliary street 
lighting, telephones and manually 
operated fire-alarm systems will be 
provided; separate heating systems for 
each building are vacuum steam with 
cast iron radiators. 
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Scheme proposed by Paul Nelson, Architect, 


who has been retained by the Federal Public 


Housing Authority to assist in developing this 


latest type shelter to speed war production. 


PLAY AREA 
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CENTRAL UNIT OF 2-WING, 2-STORY UNIT 
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1. Porch. 2, Lobby. 3. 
Telephone. 4.  Janitor’s 
closet. 5. Pantry in case 
of occupancy by women; 
storage in case of occu- 
pancy by men. 6. Linen 
chute. 7. Rubbish chute. 
8. Guest toilet. 9. Clean 
linen. 10. Showers. 11. 
Toilets. 12. Wash basins 


DURATION DORMITORIES 
FOR INDUSTRIAL WAR WORKERS 


AFTER private enterprise has provided all of the permanent 
housing it reasonably can for war worker families, after public 
agencies have constructed permanent, demountable or temporary 
family units on likely sites, the all-out demand for shelter— 
enough shelter, soon enough—still calls for more, and more 
quickly. 

Where possible, some of this slack may be taken up in avail- 
able war guest rooms in existing private homes. Serious problems 
still remain in many localities, however. Many of our largest 
new plants are located well away from established communities; 
automobile tires are scarce; gasoline is rationed. To hold the 
production line and keep it moving, additional and adequate 
housing must be provided, and it must be located near the place 
of employment. 

One bold answer suggested to the problem—for unmarried 
workers, workers who can leave their families “for the dura- 
tion,” or—in certain instances—married childless couples—is 
FPHA’s duration dormitory scheme outlined here. 

Basically the scheme consists of centrally located sanitary units 
flanked by either two or three sleeping-room wings. Where the 
demand requires groups of these units (see diagrammatic plot 
plan) and/or existing community facilities are not adequate or 
near enough to serve the increased population, a community 
building group (see page 46) is part of the project. 

In the face of shortages of materials, obvious advantages 
derive from concentrating plumbing facilities for use of many, 
rather than (as in separate housing) providing separate facilities 
for each individual or family unit. And since this shelter is 
urgently needed and in many cases only for the duration, it 
seems the height of folly and wastefulness (except where abso- 
lutely necessary) to build an entire house or dwelling unit in 
order to put but a single worker on the assembly line. 

Depending on the proportion of men to women workers, 
partitions (indicated by dotted lines on sanitary-unit plans) may 


1. Porch. 2. Lobby. 3. 
Janitor’s closet. 4, Pantry 
for women; storage for 
men. 5. Rubbish and 
soiled linen. 6. Guest 
toilet. 7. Clean linen. 8. 
Gang shower. 9. Toilets. 
10. Wash basins 


CENTRAL UNIT OF 3-WING, I-STORY UNIT. 
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divide the area for separate usage. In 
the basement of this central unit is 
located the forced warm air furnace 
(largely of masonry) which serves an 
entire dormitory building. Ducts from 
the furnace are run above the ceilings 
of wing corridors, supplying the 
rooms on either side. Crawl space be- 
neath the floors is enclosed and insu- 
lated, forming return-air duct. Base- 
ment space is also provided for tenant 
storage. 

Dormitory accommodations vary 
from sleeping wings in one-story 
buildings (containing 36 single or 24 
double rooms each) to two-story lay- 
outs with wings providing 30 single 
or 20 double rooms on each floor. In 
combination, accommodations of an 
entire dormitory building may add up 
to any one of the following: 

2-wing, 2-story: 120 persons in 
single rooms or 160 in double rooms. 

2-wing, 1-story: 72 persons in 
single rooms or 96 in double rooms. 

3-wing, 1-story: 108 persons in 
single rooms or 144 in double rooms. 

The connecting unit between dormi- 
tory wings and sanitary building is 
designed for flexibility, as it is possible 
to place the sleeping wings at various 
angles to fit particular topography or 
other site requirements. 

Basic design determinants of the 
dormitory-community building groups 
are all directly related to maintaining 
workers’ health and energy for maxi- 
mum productive efficiency in the 
plant: proper food, quiet sleeping 
quarters, medical examination and 
care, minimum dissipating household 
duties, wholesome, comfortable and 
pleasant surroundings, opportunities 


Cut-away drawing of a typical single- 
room unit, showing the placement of 
furniture and provision for storage 


for job training, continuous oppor- 
tunities for healthful recreation. Pro- 
ductivity, rather than livability, is the 
keynote; yet the former inevitably de- 
mands a nice regard for the latter. 

With the problem that arises from 
the possibility of three different shifts 
inhabiting a single dormitory group 
come operational problems, particular- 
ly in cafeteria and public rooms. For 
this reason, too, it is necessary to keep 
the sleeping wings well away from the 
public-use areas. In some cases it may 
be feasible to segregate the three shifts 
in a three-wing unit. 


STRUCTURE 


THE DESIGN is worked out on a 4-ft, 
modular scheme making construction 


adaptable to various panel systems, 
with floors, partitions, walls and roofs 
in multiples of 4 ft. Where more 
room between columns is required, as 
in community buildings, the spacing 
is 12 by 16 ft. No structural steel or 
reinforcing steel is used. 

An optional feature is the use of 
either framed wood floor 2 ft. above 
grade or concrete floor laid on grade. 
Concrete floors would be made of 
porous concrete, using cement, water 
and coarse aggregate of uniform size 
having a range in size of only 1⁄ in., 
with no sand in the mix. This recom- 
mendation is based on: economy; no 
reinforcing steel; warmer than 4-in. 
dense concrete; less capillarity. This is 
permitted even on ground fill, where 
necessary, up to a maximum of 5 ft. 
by rolling the fill thoroughly in 6-in. 
layers with a 5-ton roller. 

Exterior and corridor walls are bear- 
ing walls; transverse partitions, con- 
taining closets and built-ins, are mov- 
able; so a wing may be changed from 
single to double bedrooms with a 
minimum of effort. Exterior wall sur- 
faces may be wood siding, shingles, 
plaster board, asbestos siding, insula- 
tion board with weathering surface, 
etc. Fire restrictions require an inside 
wall finish of incombustible wallboard 
with 4-in. minimum thickness. Build- 
ings within 20 ft. of each other must 
have an end wall of one building 
faced inside and outside with at least 
3/,-in. incombustible material. 

Roof framing consists of cutting 
2-in. x 12-in. joists diagonally to form 
two rafters which give a l4-in. pitch 
per foot to roof and provide level 
ceilings. Blanket type insulation, 


Renderings by FPHA 


Typical two-story unit 
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COMMUNITY 
BUILDINGS 


DIAGRAMMATIC PLAN, 

COMMUNITY BUILDING GROUP 

This plan is based on accommodations for 
1,000 persons (see table below). The 
four units in the group are for Morale 
Activities: 1. Multi-use assembly room. 
2. Stage. 3. Dressing rooms, 4, Refresh- 


ment bar. 5. Coats. 6. Toilet. 7. Lounge. 
8. Library. 9. Club room. 10. Quiet game 
room, 1]. Corridor, 12. Active games. 
Management and Maintenance: l3. 
Lobby. 14. Public space. 15. Information. 
16. Mail. 17. Cashiers, 18. Office space. 
19. Manager. 20. Community activities 


SPACE REQUIREMENTS FOR COMMUNITY BUILDING 


(Expressed in Approximate Square Footage) 


SIZE OF PROJECT 


MORALE ACTIVITIES 


(Number of Rooms) 


200-300 250-500 


450-800 750-1300 


General Lounge 
Multiple Use 


Library 
Club Rooms 


Active Game Room 


Cloak Room, Storage 
and Toilets 


(1)1000) (1)1000 


(1) 480 
(1) 480 


(1) 900 


1) 480 
1) 480 


(1)1000; (1)1000 
(1)4800 


(1) 480) (1) 480 
(2) (3) 
480ea. 


480ea. 
(1) 900) (1) 900 


1200-2500 2400-3500 3400-4500 


(2) (2-3) 
1000ea. | 1000ea. 
(1)4800 | (1)5600 


(1) 480 | (1)650 
(5) (5-7) 

480ea. 480ea. 
(2) 


(3) 
900ea. 900ea. 


6000 
(1)750 
(7-9) 


480ea. 
(3-4) 
900ea. 
| 2200 


MAINTENANCE & MANAGEMENT |EATING FACILITIES 


Seating Capacity 


Refrigerator Space 
Dining (per person) 
Counter Space 
Kitchen (per person) 
Bake Shop 

Storage Space 

Toilet Facilities 
Dishwashing 


Public Space (Waiting Rm. 
and Outer Off.) 
General Office 
(Staff, Mail, Cashier, Inquiry) 
Office Storage 
Manager’s Offices 
Community Activity Off. 
Toilet for Office Girls 
Heating 
Receiving Room 
Storage (Including 
paint closet, 10’x5’) 
Off. (Mainten. Supt.) 
Lockers, Toilets, Showers 
for Maintenance Staff 
Garage; Fire Equip. 
(Partly for use as re- 
| Pair shop) 


90 
120 
120 


300 
70 


180 


As required, 
| 200 


500 


750 1900 


HEALTH FACILITIES 


| 1500 


1100 1300 


Number of Rooms Required (Dimensions G Areas Are Approximate) 


2-bed Rooms (10!'/2’x15’ 
Isolation Unit (300 sq ft) 
Separation Rooms (12’x9’ 
Nurses’ Station (72 sq ft) 
Utility Room (105 sq ft) 
Storage Space (105 sq ft) 
Serv. Pantry (120 sq ft) 
Patient Toilets, Showertub 
Physician's Office (80 sq ft) 
Examining, Treatment Room 
(8’x12’) 
Preventive (public health) 
Clinic (12’x15’) 
Waiting Room (280 sq ft) 
(500 sq ft) 
Toilet for Waiting Room 
Dentist’s Office (12’x15’) 
Toilet for Staff 
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director. 21. Locker room for male man- 
agement personnel. 22. Storage. 23. Gar- 
age maintenance work space, 24. Fire 
trailer and protective officer. 25. Mainte- 
nance superintendent. 26. Receiving 
room. 27. Paint storage. 28. Heater room. 
29. Barber shop or beauty parlor. 30. 
Trading post. 31. Laundry. Eating Facili- 
ties: 32. Cafeteria. 33, Kitchen. 34. Dish 
washing. 35. Manager. 36. Refrigerator 
room. 37. Ice. 38, Garbage. Health (Out 
Patient Clinic) : 39, Examining room, 40. 
Doctor’s office. 41. Waiting room. 42. 
Nurse’s station. (Infirmary): 43. Utility 
room. 44. Bath. 45. Linen room. 46. 
Pantry. 47. Two-bed room. 48. Isolation. 
49. Isolation utility room. 


INCLUSION of the community build- 
ings group in the dormitory schemes 
is dictated by the necessity of assuring 
efficient personnel to industrial war 
plants, in order to keep production 
lines moving at peak production. For 
optimum worker health and welfare 
four main areas are needed: relaxation 
(to dispel fatigue, relieve tension and 
renew energy); education (for better, 
faster, more efficient ways of doing 
their jobs) ; eating, and medical care. 
Operation and maintenance facilities 
must also be housed. By organizing 
these services in a single building 
group, much critical material is saved. 
The diagrammatic plan shown above is 
worked out to provide for all these ac- 
tivities. Space standards for commun- 
ity groups of different sizes are indi- 
cated by the approximate figures in the 
table at left. The cafeteria must be 
designed for 24-hour-a-day operation; 
before midnight it must serve breakfast 
to men and women going on the mid- 
night to 8 a.m. shift; shortly after, it 
provides dinner for those coming off 
the 4 p.m. to midnight shift. FPHA 
recommendations state that “for a pop- 
ulation of 1,000, seating should be 
provided for approximately 300 per 
meal, assuming one full group of 300 
eating at first, and then possibly an- 
other 200 filtering in as the first leave. 
This takes care of the largest shift.” 
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FPHA DORMITORIES 


TO SERVE A MIDWESTERN BOMBER PLANT 


SAARINEN & SWANSON, ARCHITECTS 
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Tus specific project is for a site that is less than a mile from one of our 


largest and newest war production plants. 


daily churn out an ever-in 
enemy. To man those lin 


daily a group of healthy, w 


The group consists of 


workers (2,100 single rooms; 450 double). 


The plant assembly lines will 
creasing amount of war material to crush the 
es, these dormitories are designed to turn out 
ell-rested workers. 

15 dormitory buildings with space for 3,000 
In addition, there are two 


community centers (cafeteria, lounges, taproom and recreation room), one 


library, and one assembly 
the dormitory buildings. 
plete the project. 


i Wam 


FIRST ECLOOR 


hall. An infirmary is incorporated in one of 
Two administration and shop buildings com- 
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96 HOUSES A DAY- 


An FPHA project at Portsmouth, Virginia 
Harland Bartholomew & Associates, Architect 
Barrett & Hilp, General Contractors 


LOCATED in a critical war production area, 5,000 of these houses on two ad- 
joining sites are being rushed to completion by the Precision-Built prefabrica- 
tion system. To handle this impressive assignment, Barrett & Hilp moved 
bodily across the continent and set up a local factory in a converted fertilizer 
plant, 12 miles from the sites. Lumber is unloaded from railroad sidings and 
fed into a line of 18 power saws ringing the plant where it is cut to proper 
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1. Huge lumber carriers lug materials to plant fabricating points. 2. In- bags. 3. Gable-end assembly. One worker drops precut pieces into 
sulating board is piled outside, wetted, and kept from warping by sand- place: another follows along behind, nailing the members together 


1. Panels, surfaced on the inside with insulating board, are stacked, brought from the factory to the individual lots. 3. Soil stacks and piping 
ready for transportation to the site. 2. Hoisted on trucks, they are are already laid and the house underpinning is in place to receive them 


1. Ceiling panels and roof sections are raised by means of a greased skid. each other at the peak, Shingles go over plywood sheathing. 3. Sub- 
2. Roof pitch is achieved without trusses by propping two sections against assembly at the site produces porch steps, underpinning, front door hoods 


by factory fabrication 


BED RM | KITCHEN- 
| 9-9 x 10-6 DINING 
Il-3 x 11-9 


length; five jig tables are operated to construct floor panels; wall sections are 
built on 24 other jigs. On the interior side of the panels, large-size insulat- 
ing wallboard is glued and nailed; on the exterior felt board is used under 
the redwood siding. At the site, holes are dug, precast concrete foundation SEON bade 
piers are sunk, and underpinning is secured to the piers. On this frame, a ta 
crew of six men can erect the walls in 15 minutes; ceilings and roof sections 
follow in short order, and roofing, bolting crews, plumbers and electricians 
arrive to finish the construction. The exterior walls are spray painted. 


B 1. Trucks carry completed gable ends from plant to site, 2. Panel on 24 jig tables. 4, Short lengths of oak flooring aré applied by speci 
frames take shape on guide-line templates. 3. Wall sections are built hammer-screw tool over insulation that has been stapled to the fran 


D 1. Floor panels are raised on the underpinning. As soon as floors are mainder of construction. 2. Walls are next assembled and nailed ar 
laid, heavy building paper is laid over them to protect them during re- braced. 3. A bolting crew then moves in to join them permanent 


F 1. A row of houses, nearing completion; the siding is redwood. 2. A pressed-air paint pot. 3. Windows and doors are installed by hand; sas 
creosote mixture is sprayed on exterior walls with a spray gun and com- and trim are hand-painted. The roofing is of composition strip shingle 


Black Star 


PLANNING FOR PLANES 


Ir DID NOT TAKE the war to show how hopelessly inadequate are 
most of our civilian airports. For almost ten years commercial 
flying has been continually outstripping its landing facilities. Great 
airports were carved out of the landscape at terrific expense, only 
to be found inadequate and obsolete almost from the opening day. 
Even before the war an extensive program of airport improvement 
and expansion was actively under way. 

And now each day of the war elevates still further the position 
of aviation in the scheme of things. Each scurrying revision of the 
military program causes a raising of the sights as to civilian avia- 
tion in the post-war program. Certainly the design for democracy 
daily gives new prominence to air transportation in all its phases. 
And consequently points ever more urgently to a vastly expanded 
program of airports—civilian as well as military, private as well 
as commercial, for freight as well as for passenger service. 

The planning and building of greatly enlarged civilian airports 
is a post-war task that is not waiting for the post-war period. 
Whereas much of the actual construction of the buildings, in 
strictly civilian ports, must wait for a later time, the basic plan- 
ning of airports need not wait, is not waiting. 

Basic trouble at most airports is simple inability to handle traffic 
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AIRPORTS LEAVE THE TOPSY STAGE; 


PRESENT A PLANNING CHALLENGE 
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Advance master-planning, to avoid the premature obsolescence that has characterized most of 
America’s earlier civilian airports. The two diagrams above show suggested schemes for the 
stage-by-stage development of a typical municipal airport, as drawn by the Civil Aeronautics 
Administration to illustrate the planning principles. In the first stage the airport occupies but a 
fourth of the total area of the square mile originally reserved for it. In this stage there are three 
short runways, a few taxi-strips, and a single building. In later stages runways are extended and 
buildings and facilities are added as per the original master plan, until in the final stage (right) 
there are double or even triple parallel runways, added without disturbing existing facilities 
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These two diagrams, also by the CAA, show another arrangement of runways, buildings and 
other facilities, This master plan, which also calls for a full square mile in its final layout, shows 
the development in three stages, here again the master plan permitting logical and progressive 
development without any expensive alterations to early construction. This scheme is only possible, 
ot course, where wind conditions permit runways in only three directions. Both schemes illustrate 
one very important principle—circulation from the runways by taxi-strips. The taxi-strips keep 
the main runways clear except for planes actually landing or taking off. And since landings or 
take-offs require but a small portion of the total time, the airport capacity is greatly increased 
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NECESSARY ELEMENTS 
OF A MASTER PLAN 
FOR AN AIRPORT 


1. Property Survey 


10. 


12. 


13. 


14. 


15: 


. Topographic Survey 


Scale 1” equals 200’—contour interval 2’. 


. Location and Obstruction Map 


Preparation of map showing location of airport with 
respect to nearby communities, highways, railroads, 
etc., and also showing location and height of obstruc- 
tions above level of field within a 30 to l ratio from 
the boundaries and within 3 miles from outstanding 
obstructions. Any recreational area development in 
connection with the airport should also be shown. 


. Aerial Survey and Photographs 


Aerial photographs of the airport and surrounding 
territory reduced to a uniform scale in the form of a 
mosaic are a valuable aid in the preparation of many 
parts of the master plan. 


. Meteorological Data 


Wind rose data 
Precipitation data 
Temperature data 


. Soil Survey Data 


Identification of surface and sub-soil 
Determination of soil profile 
Determination of ground water table 


. Grading Plans 


Include plans and profiles of existing and finished 
grades of the landing area, landing strips and run- 
ways, both for present construction and future ex- 
tension. 


. Drainage Plans 


Plans should show existing and proposed drainage 
lines, pipe size, gradients, depth and nature of back- 
fill. 


. Runway Layout Plans 


Plans should show location, profiles, cross sections, 
drainage, expansion provisions, and similar details, 
together with detailed specifications covering mate- 
rials and construction methods. 


Building Layout Plans 


Plans should show location of present and proposed 
future buildings, as well as automobile parking area 
provisions. 


Landing Area Lighting Plans 


Plans and specifications should include all present 
and proposed lighting equipment, indicating sizes, 
types and locations of lights and cables, transformers, 
etc., and present and proposed wiring diagrams 
showing control points. 


Utilities Plan 

Includes plans for bringing water, sewer, communi- 
cations, and power lines to the airport. 

Plans for Air Traffic 

Consideration of density and control of air traffic 
as affecting the airport layout and planning. 

Zoning Plans 


Plans for zoning or otherwise protecting the aerial 
approaches to the airport. 


Priority of Construction 


Preparation of list showing order in which units of 
development should be undertaken. 


on the field. Inadequate or improper arrangements of run- 
ways and taxi-strips create a bottleneck on the field itself. 
Whether the trouble is traceable to bad planning, lack of 
planning, or just human lack of foresight, the fact remains 
that good advance planning would have obviated most of 
the difficulties, and saved millions of dollars invested in 
obsolete fields and facilities. At any rate there is a great 
task of replanning, or new planning, to be done, and, prop- 
erly done, it can save tremendous sums in the future. 

Fortunately the problems of airport design have had a 
great deal of study, and much data are available. The Civil 
Aeronautics Administration of the Department of Com- 
merce has compiled and published a considerable file of 
information. This article comprises a few highlights and 
typical layouts and tables prepared by the CAA. 

First essential is a master plan for the airport and all 
its facilities. ‘Much has been learned in the past few 
years concerning the necessity of proper planning in the 
construction of airports,” says a CAA pamphlet,* “and 
the information now available, if utilized, is sufficiently 
comprehensive to insure satisfactory results. It is a com- 
monly acknowledged and well-known fact that if costly 
mistakes are to be avoided in the undertaking of any city 
development, a comprehensive, preconceived plan is of es- 
sential importance. Nowhere is this more true than in the 
selection of a site and the development of an airport. . . 

“Before any construction work is undertaken on a newly 
acquired site, or before any additional improvements are 
made on an existing airport, a complete master plan which 
shows the site as it exists at the present time, and also 
as it is planned ultimately, should be prepared. The mas- 
ter plan should show all present development, including all 
existing facilities, such as hangars, runways, taxi-strips, ad- 
ministration building, drainage systems, field lighting, 
boundaries, etc. In addition to all present physical char- 
acteristics, the master plan should show the airport as it 
will ultimately be developed, differentiating between exist- 
ing facilities and those planned for the future.” 

Essential elements of the master plan, 15 of them as 
suggested by the CAA, are given in the check list on this 
page at the left. 

Any proper master plan would obviate one principal dif- 
ficulty of the past—the selection of a site too small or too 
hemmed in to permit further development later. Possibility 
of expansion is the most important factor in site selection. 
Others include: 1. freedom from obstructions (fairly defi- 
nite standards have been established, involving the ratio 
of clear gliding distances to height of obstructions); 2. lo- 
cation with respect to other ports; 3. accessibility; 4. topog- 
raphy; 5. soil characteristics (very important); and a few 
others. 

One of the most important elements in a master plan is 
the layout of the runways and taxi-strips, shown in the first 
stages of development of the airport. While the direction 
of the runways is determined through a study of wind 
conditions for the particular location, there are a few very 
important principles about the arrangement of runways and 
taxi-strips which will have much to do with the traffic ca- 
pacity of the field. The first is the placing of runways so 
that additional parallel runways can be added later. Many 
an earlier airport could just as well have been enlarged 
had the original runways been properly located. A factor 


_* Airport Design Information, Airport Division, Civil Aeronautics Ad- 
ministration, Department of Commerce, 
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AIRPORT PLANNING STANDARDS—TABLE | 


Classi- 


Type of Community fication 


Recommended Landing 
Planning | Strip Lengths—Sea 
Level Conditions— 
Clear Approaches* 


Type of Aircraft Which Airport 
May Safely Accommodate 


Small communities not on present or 
proposed scheduled air carrier sys- 
tem, Includes communities up to a 
population of approximately 5,000. 


1,800’ to 2,500’ 


Small private owner type planes. This includes 
roughly planes up to a gross weight of 4,000 
pounds. 


Larger communities located on pres- 
ent or proposed feeder line airways 
and which have considerable aero- 
nautical activity. General population 


range 5,000 to 25,000. 


Larger size private owner type planes and some 
small size transport planes. This represents 
roughly planes in the gross weight classification 
| between 4,000 and 15,000 pounds. 


Important cities on feeder line air- 
way systems and many intermediate 
points on the main line airways. 
General population range 25,000 to 
several hundred thousand. 


3,500’ 


to 4,500’ 


Present day transport planes. Planes in this 
classification are represented approximately by 
those between 10,000 and 50,000 pounds 
gross weight. 


Cities in this group represent the 
major industrial centers of the na- 
tion and important junction points 
or terminals on the airways system. 


4,500’ and over 


Largest planes in use and those planned for the 
immediate future. This approximately represents 
planes having a gross weight of 50,000 pounds 
and over. 


* Approaches shall be clear within a glide path of 20 to 1 from 
the ends of the runways in the case of Class 1 airports and 
30 to 1 in the case of Class 2, 3, and 4 airports except for 
instrument landing runways for which the ratio shall be 40 to 1 
from a point 4,500 feet from the beginning of the runway. 


NOTE: For scheduled operations of small transport planes 
3,000 ft. is the minimum length recommended at present. For 
er aed geheddod operations 3,500 ft. should be the minimum con- 
sidered. 


AIRPORT PLANNING STANDARDS—TABLE 2 


Recommended 


Minimum Standards Class 1 


Class 2 


Class 3 Class 4 


Length of landing strips*| 1,800’ to 2,500’ |2,500’ to 3,500’ 


3,500’ to 4,500’ 4,500’ and over 


Width of usable land- 
ing strips 300’ 500’ 


500’ 500’ 


Length of runways None 


2,500’ to 3,500’ 


3,500’ to 4,500’ 4,500’ and over 


Width of runways 


None 150’ (Night oper.) 200’ (Instrument) 200’ (Instrument) 
100’ (Day oper, only) 


150’ (Night oper.) 150’ (Night oper.) 
100’ (Day oper. only)| 100’ (Day oper. only) 


Number of landing 
strips & runways** de- 
termined by percentage 
of winds, including 
calms***, covered by 
landing strip G runway 


alignment. 


Drainage 
Fencing 
Marking 
Wind direction indicator |Wind direction indicator 


Drainage 

Fencing 

|Marking 

Wind direction 
indicator 

Basic lighting 
(optional) 


Facilities 


Lighting 
Fueling 


Office space 


Hangar & Shop 


Weather information 


Drainage Same as for Class 3 
Fencing 


Marking 


Lighting 

Hangar & Shop 

Fueling 

Administration building 

Weather bureau 

Two-way radio 

Visual traffic control 

Instrument approach sys- 
tem—when required 


* All of the above landing strip and runway lengths are based 
on sea level conditions; for higher altitudes increases are neces- 
sary. One surfaced runway is recommended for the effective 
length of each landing strip for airports in Classes 2, 3, and 4. 


** Landing strips and runways should be sufficient in number 


1942 


to permit take-offs and landing to be made within 2214° of the 
true wind direction for the percentage shown above of winds 4 
miles per hour and over, based on at least a 10-year Weather 
Bureau wind record where possible. 

sii aaa Negligible wind conditions of 3 miles per hour and 
under, 
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of equal importance is the placing of buildings. The hap- 
hazard location of hangars, concessions, and other build- 
ings has often blocked expansion of airports, whereas if a 
master plan had been drawn this difficulty could have 
been prevented. 

Again, there should be taxi-strips from the ends of the 
runways to the loading apron so that the runways them- 
selves are used only for landings or take-offs. The traffic 
capacity of the port is greatly increased by the simple de- 
vice of taxi-strips to keep the runways clear. 

These principles are graphically shown in two possible 
schemes on page 51. In each case the first stage of devel- 
opment is a relatively small field, but buildings and runways 
are so arranged that as traffic increases the field can be ex- 
panded and facilities enlarged without extensive changes. 

Determination of the size of the airport becomes a rather 
complex problem. Obvious considerations are the types of 
aircraft to be accommodated, the character and volume of 
traffic to be expected, and such. But whereas standards 
have been formulated for lengths of runways under normal 
conditions (see tables on page 53), there are several com- 
plications to be considered. The performance of any air- 
plane is greatly affected by temperature, barometric pres- 
sure, and wind conditions, also to a certain extent by the 
type of runway surface. It is apparent, for example, that 
a soft sod surface offers great resistance and friction, so that 
longer runs are necessary for a take-off. The barometric 
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Necessary elements for the administration building for a 
medium-sized airport, in an expandable plan drawn by CAA 


Basic floor plan requirements for an inexpensive administration 
building for a small airport, as suggested by CAA 
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pressure is also quite a factor in length of runs necessary for 
take-offs; barometric pressure is not only a matter of eleva- 
tion above sea level, but also local wind conditions. 

Wind is less of a factor than might be imagined in de- 
termining the size of the port. Wind of course decreases 
the necessary landing and take-off runs, but regardless of 
average conditions the port must be designed for the least 
favorable condition—a dead calm. 

An item which has frequently received too little consid- 
eration is the matter of soil characteristics. An investiga- 
tion of soil conditions is an important part of the planning 
for development of an airport site. The character of soil 
profile, including such factors as ground water level and 
drainability, subgrade support for runways under all wind 
conditions, suitability of the soil and runway stability, are 
all factors of importance. A development of recent years 
is the scientific study of soil as an engineering material. 
The rule of thumb methods are gradually disappearing as 
knowledge of soil types and possibilities has increased. 
Suffice it to say here that much data are available on the per- 
formance of various types of soil and the tests that are 
necessary. For a single example, it has been found that a 
great many failures in pavement surfaces and roads can 
be attributed to the susceptibility of soil to change in vol- 
ume with variation in moisture content. In recent years, cor- 
rective measures have been developed to eliminate the un- 
desirable property of excessive shrinkage or expansion with 
changes in moisture conditions. 

Similarly, considerable study has been devoted to char- 
acteristics of various types of runway paving, including 
such considerations as static and dynamic loads the runways 
must withstand. The considerations here range from the 
friction of the surface to the effect of loose particles of 
stone, gravel, etc., that might be drawn into propellers. 

The CAA also has much general counsel to offer as to 
general requirements for buildings and as to their loca- 
tion on the field. Perhaps the most serious problem in 
this respect in older airports is the lack of sufficient parking 
facilities for automobiles. In general, also, the same lack 
of foresight has been rather widespread in the provision of 
buildings of adequate size. 

When a small terminal building is built initially to 
meet immediate needs, it should be planned as the first 
unit of a larger structure. Similarly, the location should be 
chosen so that separate buildings can be added to the group. 

General requirements for the administration building are 
illustrated in floor plans on this page. Facilities commonly 
included are a manager's office, commanding a view of the 
landing area, U. S. Weather Bureau and communications 
offices, together with telegraph and information offices, 
comfortable waiting rooms overlooking the landing area, 
rest rooms, restaurant, roof garden, baggage, mail, ex- 
press and check rooms, telephones and concession stands. 
Provision should also be made for a traffic control tower, 
depending upon requirements of the airport. Another gen- 
eral comment might be that standards of passenger facili- 
ties are continually improving, so that the proper arrange- 
ment of them is taking on an increasing importance in the 
efficiency of the port. 

Indeed, it is not too much to say that airport planning 
has been conspicuous rather for its absence than its suc- 
cess. By the same token, the times offer a considerable 


challenge to planning and a vastly expanding field for 
its best efforts. 
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ACCENT ON SPACE 


Clients: Mr. and Mrs. Thomas S, Holden 
Architect: Holden, McLaughlin and Associates 
Interior Consultant: William Muschenheim 
Landscape Architect: Charles Middeleer 


Contractor: Adams-Faber Co., Inc. 
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By PROFESSOR JEAN LABATUT 
Chief Critic of Architectural Design, 
Princeton University 


S TRANGELY, the architectural profession as a whole seems 
partially to have lost the sense of the value of space 
serving all aspects of human life: physical, intellectual, 
and spiritual. Architects, for the most part, have spent 
the last hundred years running after predigested archi- 
tectural styles and modern gadgets, trying desperately and 
with very little success to mate them. Therefore, when I 
see an example of architectural space well organized, with 
inner and outer space acquiring a high value, I cannot hide 
my enthusiasm, nor my optimism with regard to the future 
of the architectural profession. 

Happening to see in Arthur Holden’s office the above 
photograph of the residence of Mr. and Mrs. Thomas S. 
Holden, located in Darien, Connecticut, my curiosity was 
aroused. I was impressed by the possibility of seeing from 
one point the inner and outer space, the facade as well as 
the interior, the ensemble showing similar value of 
illumination. I have since visited this house. I saw what 
I expected and more. I hope the few following remarks 
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PARKING 


Placed to develop to the full the advantages of an 
unusual site—on a rocky hill, heavily planted—the 
house becomes a logical gallery for beautiful views of 
old trees, ravines and meadow, The curving facade is 
naturally related to the wide panorama, also to the 
contour lines of the site. Complementing the curved 
facade, a low wall, curving similarly, connects and 
unifies the house with trees that frame the views 


Steet 


may supplement what even good photographs cannot give, 
that is, all the surrounding forms without which the value 
of space cannot be felt and appreciated. 

A drawing or a photograph shows forms, but diminishes 
the capital importance of the space in or around which 
these forms evolve. Architectural documents transmitted 
with only a partial view of the forms surrounding the 
spectator have caused false interpretations and the birth 
of many architectural solutions more fantastic than reason- 
able. Heavy, massive architecture of the past is indeed 
very photogenic and very complacent in front of the cam- 
era, but the principle of massive architecture for a peace- 
time house is something of the past. Horses galloped and 
will always gallop, the stagecoach has disappeared, the mas- 
sive structure is receding, giving space the first place in the 
definition of architecture. 

Several years ago, wishing to emphasize the preponder- 


Day and night views of main entrance from parking area, opening to circular stair tower 
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Dining room view of 


JULY 1942 


the garden wall, which ends in a voluted pool enclosure at the far end 
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From the living room along the gracefully curving corridor to the dining room 


ance of space in architecture, I wrote the following defini- 
tion of architecture in a prescription form, for my stu- 
dents: “Organization of space limited by matter in equi- 
librium, expressed by the precise relation of form and 
color in light. (Shake well before using.)’’ In the case 
of the Holden house, the importance placed on space or- 
ganization and the energetic shaking are very obvious. 

The site—on top of a rocky hill, heavily planted—is 
unusual. The informal enclosed landscape created at the 
highest levels can be compared to a bird nest, the house 
to an open shell. Approaching the house by a ravine, after 
a few turns and ups and downs, one can see the nest high 
in the trees with a part of the house visible across the 
tall green vault of oak leaves, far from the aridity, noise, 
and darkness of the city of artificial light—New York. 

After a last short ascent and a last turn, one finds himself 
within an informal court giving access to the main en- 
trance, service entrance, and garage. The court is limited 
by the trees except for the facade which is pierced here 
and there, only where necessary, for circulation, ventilation, 
and light. This facade is oriented to the north. 

While the mechanical eye of a wide angle camera can 
make forms and space do all kinds of acrobatics, the 
human eye cannot. The facade can be seen only in parts 
and seems to melt into nature. 

Already from this point of observation, we have the 
strong feeling that the curved facade is the consequence 
of reason and not of fantasy or a preconceived judgment. 
We can see the logic of the clients, who did not request 
a main entrance of a certain style; this in spite (or be- 
cause’) of the fact that they had previously lived in an 
authentic early American Colonial house. As a matter of 
fact, because of circumstances from one generation to an- 
other, in one part of the country or another (including 
years in Texas), the long tradition of this nomadic New 
England family has always been to face new situations 
without prejudice, without transition. How fortunate the 
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architect, the decorator, and the landscape architect were 
to have as a client a new generation of an old American 
family continuing such a tradition. 

The main entrance is approached by easy, comfortable 
stairs, slightly curved. Thinking of the extreme rarity 
of comfortable steps in contemporary landscape and archi- 
tectural solutions, one is impressed by this particular solu- 
tion, which approaches perfection: progression in the 
risers and regression in the treads, starting from the low 
level, with curved plan for the stairs, thus giving to persons 
of different heights, going at different speeds, the choice of 
the line of least resistance. 

Approaching the door and passing through the main 
entrance and into the house, no one can mistake the fact 
that the door of the house is at its logical place, appear- 
ing as the natural consequence of inside and outside space 
organization. 

Upon entering one feels how strongly and freely space 
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Openness of circulation affords a wide, 


dominates. The absence of parallelism between walls and 
the absence of doors gives a great fluidity and value to 
space, yet privacy is insured between circulations, living 
room and dining room by the curving and treatment of 
walls. Curved walls mean here .economy of space, inter- 
penetration of space, isolation of necessary space for serv- 
ice without unnecessary volume of construction. A few 
walls at right angles suffice to give the tranquility and 
static effect desired. 

The emphasis on free and fluid space is felt throughout 
the house. The rooms toward the south are an integral 
part of the garden: one landscape for all and all in one 
landscape—the word landscape meaning a portion of land 
or territory which the eye can comprehend. 

There is no frontier between the interior and the ex- 
terior part of the landscape, only a crystalline lens. The 
south facade or diaphragm is reasonably open and curva- 
tures express admirably the most hearty and warm welcome 


DINING 
15-4 x 19-8 


JULY 1942 


open view of circular staircase “There is no frontier between the interior and the exterior part of the landscape” 


that the house extends to the outside world of nature. 
The curved facade seen from inside, across windows 
of reasonable size, gives a feeling of great comfort, great 
freedom of space, and unusual unity between the outside 
and inside illumination. 

The curved facade seen from the outside shows a much 
larger wall area than expected. While the scale and quality 
of the texture obtained by concrete block on a curved sur- 
face is very interesting, I had a feeling of heaviness which 
seems to diminish the size cf the openings. This may 
be the result either of over-enthusiastic or self-conscious 
Lally column—that new order which has found its way 
into architecture. Supporting a heavy mass, "little Lally” 
seems to be more proud than Atlas supporting the world, 
particularly when she allows a corner window under a 
heavy wall. Then neither the King, nor Atlas, nor the 
Five Classical Orders are the cousins of that little snob. 
But in this case the facade or diaphragm fits so well with 
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nature that the particular situation 
of Lally is quickly forgotten. 

By a single gesture complement- 
ing the curved facade, a low wall 
connects and unifies the house with 
the trees at the edge of the woods 
which enclose the landscape. That 
wall underlining the house seems 
to appear from the natural green 
wall of the hilltop and stops in a 
free motion as a volute drawn by 
the skater who went too near a 
ledge and turned back in a hurry. 
From this wall surrounding a ter- 
race one can see the ravine. Down 
in the cool shade of the oak trees, 
a natural pond reminds one of the 
sacred well of Chichen Itza. 


Dining room is done in white and dark gray for walls, orange for ceiling 


“That wall underlining the house seems to appear from the natural green Natural, uneven levels were pre- 
wal of the hilltop and stops in a free motion as a volute drawn by the served as near the house as pos- 
skater who went too near a ledge and turned back in a hurry.” The feeling " ile = r ey 

of the volute is brought to a completely natural finish in the flagging sible. While the land disappears 
around the lily pool, its mathematical regularity softened by flower beds from sight or climbs to a higher 
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level, the entire landscape is still 
framed by a dark solid green wall 
made of oaks and pines. In that 
glade, and in a rocky land, dog- 
woods have grown naturally under 
the protection of old cedar trees, 
as if they were conscious of the 
beauty of their blooms against the 
dark background of the cedars. 

After that example of nature’s 
own polychromy, somehow one 
feels sorry not to have mentioned 
earlier the great part polychromy 
is playing in the house. A careful 
selection of hue, value, and in- 
tensity of colors allows the forms 
(wall, floors, ceilings, and furnish- 
ings) to give space its high value. 
Color contributes greatly to the 
pleasant illumination by natural and 
artificial light. The changing of 
hue, value, or intensity from one 
wall to another, from one texture 
to another, lightens whatever mas- 
sive effect partitions may give. The 
proper selection of color added to 
the reasonable glass area of the 
openings gives a very pleasant il- 
lumination by natural light with- 
out the usual blinding contrast be- 
tween walls and windows. 

The illumination of the house 


PULY -1972 


“A careful selection of hue, value, and intensity of color allows the forms 
(wall, floors, ceilings, and furnishings) to give space its high value. Color 
contributes greatly to the pleasant illumination by natural and artificial 
light . . . The soft, uniform value of indirect artificial light . . . gives the 
most delicate tonalities a chance to show up, and there is no powerful and 
direct source of light to disturb the harmony” 


The massive, simple fireplace is done in quarried stone with aluminum mantel 
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Bedroom corner window for views and ventilation 
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by artificial light is particularly successful at 
twilight when natural and artificial light unify 
inside and outside illumination. Then nature 
and architecture acquire a translucent quality. 
That twilight illumination further reinforces 
the communion between inside and outside 
space, between man and nature. The soft, 
uniform value of indirect artificial light and 
indirect natural light gives the most delicate 
tonalities a chance to show up, and there is 
no powerful and direct source of light to dis- 
turb the harmony. Even the candles on the 
dining room table (a concession to transition 
between Colonial times and the house of to- 
day) can be disturbing to the eye if the value 
of the flame is not attenuated by the accom- 
paniment of discreet indirect lighting. In this 
house, light, illumination, and architecture are 
playing their parts in the prelude of the 24- 
hour architecture of tomorrow. 

In the past, architectural forms were con- 
ceived to control daytime illumination. Ar- 
chitecture was essentially diurnal. Today, ar- 
chitecture has a night life and we have already 
achieved elements of noctural architecture, but 
examples of 24-hour architecture or archi- 
tectural forms designed for day and night il- 
lumination were amazingly rare even in that 
vast experimental ground, the New York 
World’s Fair of 1939. 

Space has reached great value in past ar- 
chitecture, but with the application of science 
to new types of aesthetic expression, and by the 
new art forms generated by new techniques, 
architectural space will acquire higher physical, 
mental, and spiritual value than ever before— 
a bright future for architecture. 

A visit to the Holden house will convince 
anyone of the clients’ correct point of view in 
asking for space and more space in the small- 
est volume of construction. The architect, the 
decorator, and the landscape architect gave them 
what they desired, a space necessary and agree- 
able to live in. Here space was not the mere 
consequence of an investment in construction 
and facades; space was the main reason for the 
investment—a good one. 
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PUBLIC HEALTH CENTERS 


D rsen FOR DEMOCRACY—design to serve 
the people’s needs—will undoubtedly be one 
of the major activities when the challenge of 
constructing the peace replaces the present de- 
struction of war. Health centers, the subject 
of this study, are cornerstones in the structure 
of an economy which proposes to eliminate 
want and fear and promote the welfare of all 
men everywhere. In setting up the performance 
and design standards which are presented and 
analyzed on the pages following, the United 
States Public Health Service makes a contribu- 
tion of dual significance to the building de- 
signer: a vital element is added to the emerging 
pattern of the post-war democratic planning 
field in which he may function; a mass of inte- 
grated, factual reference data on health-center 


needs is assembled whereby architects—both 
now and in the future—can more intelligently 
apply their efforts to the attainment of desired 
ends. In sending out these basic plans to com- 
munities contemplating construction of a health 
center, the USPHS points out that because of 
varying local problems, the four types meet gen- 
eral rather than specific requirements and may 
well need revisions to serve particular programs. 
Specifically the Service warns that “in no case 
are they to supplant the complete working 
drawings and specifications which should be 
prepared by your local architect.” Hence, this 
study is also an illuminating indication of how 
a public agency and private practitioners can 
work together toward a mutual long-range goal 
of building better for a better world. 


ARCHITECTURAL RECORD’S BUILDING TYPES STUDY NO. 67 


63 


I $. Debt... Ravena nt the Dahise Elenith Careiro 


STATEMENT BY THE SURGEON GENERAL 


Tr IE LAST 25 YEARS have witnessed remarkable progress in both the extent 
and the level of public health organization in the United States. 

Particularly significant has been the growth of a large corps of professional 
public health personnel. While great emphasis has properly been placed on the 
quality and training of these individuals, little attention has been given to the 
physical surroundings in which they do their work. With few exceptions, local 
health departments are housed in quarters altogether unsuited to their needs. 

Health officers themselves often adopt a fatalistic attitude on this score. Some 
of them even profess a sort of Spartan indifference, contending that a resourceful 
and energetic health unit will do effective work regardless of the quarters or 
furnishings provided. This may have been true in former days when the health 
department’s chief and almost sole function was to lay down the law to recalcitrant 
violators of sanitary regulations. Today, however, the situation is quite different. 

The modern health department carries on a wide range of activities. It employs 
several classes of personnel, each with a special set of skills. It utilizes technical 
procedures requiring elaborate equipment and often a high degree of precision. 
Finally, through direct services, it comes in close contact with many of the people 
in the community. Poorly ordered or slovenly surroundings are ill adapted for 
education in either personal or civic hygiene. 

An effective health unit deserves and requires a suitable headquarters. No one 
familiar with prevailing conditions of health department housing can fail to be 
impressed with the thwarting influence these conditions have on efficiency and 
accomplishment. If the material here presented serves to arouse health authorities 
and other civic officials, as well as architects and builders, to the urgent need for 
well-planned health centers, it will do much to advance the cause of public health 


in this country. 


THOMAS PARRAN, Surgeon General, U. S. Public Health Service 


HOUSING OF HEALTH DEPARTMENTS 


As CHIEF of the States Relations Division of the United 
States Public Health Service, it is my duty as well as my 
privilege to visit many local health departments throughout 
the country. It is gratifying to be able to report that 
the zeal and devotion to duty frequently displayed by 
the guardians of community health cannot be too highly 
praised. 

There is, however, one circumstance which never fails 
to astonish and depress me whenever I undertake a trip 
into the field—that is the unsuitable and often deplorable 
condition of the quarters in which many local health de- 
partments are housed. 

Upon entering a community, I proceed directly to the 
basement of the city hall, or to the basement of the court- 
house if the visit is being made to a county health de- 
partment. This is done with reasonable assurance that the 
health department will be found there. Occasionally my 
assumption will be wrong—it will be in the attic instead 
of in the basement. If it is not in either place I am at a 
loss, because more likely than not it is situated in some out- 
of-the-way alley. Extended inquiries may be necessary to 
find someone who will attempt to direct me. 

In one of the larger cities of the South the health unit 
is housed in an ancient structure formerly used as a school. 
The building is regarded as a fine old antique, and so, 
apparently, is the health department. When the school 
authorities abandoned the building because it was so old 
and dilapidated, it was placed at the disposal of the health 
department. No questions were asked regarding its suit- 
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ability. Indeed, general opinion held that the department 
was now most bountifully provided for. It had an entire 
building for itself—almost unheard-of fortune! 

Lacking regular equipment, the health officer put his 
inventive talents to work and fashioned a remarkable col- 
lection of gadgets, devised, it would seem, from the con- 
cepts of a well-known cartoonist. 

In another community the health unit is lodged in the 
courthouse basement together with the county jail and the 
only public toilet facilities in the city. This town is now 
a haven for thousands of soldiers on leave and it is im- 
possible to keep the basement orderly and clean. A dark 
and dreary clinic waiting room, fitted with old theater 
seats, is flanked by the cells in which prisoners are kept. 

Such pillar-to-post treatment has been the lot of many 
local health units. There is a health department which 
uses the jury room of the courthouse. When a jury files 
in to deliberate, the health department simply stops what- 
ever it is doing and gets out. 

It is not pleasant to dwell on scenes such as these. But 
I have purposely done so to emphasize one fact: The 
imagination can scarcely conceive of conditions worse than 
those found in the headquarters of the very agencies which 
ought to set an example of civic cleanliness and decency. 
It should be pointed out that the health departments whose 
quarters are described above are full-time, professionally 
staffed organizations, not part-time units from which a 
certain amount of laxity might be expected. 

The widespread establishment of full-time official local 
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health agencies in the United States is a comparatively 
recent development. Between 1915 and 1935, the number 
of counties served by full-time professionally staffed health 
units increased from 14 to 762. After 1935, when Federal 
grants-in-aid for development and maintenance of State 
and local public health services became available under 
the provisions of the Social Security Act, the number 
of full-time units increased more rapidly. On June 30, 
1941, full-time service was being provided to 1,669 coun- 
ties, or approximately 54 per cent of the counties of the 
United States. In addition, 103 cities had full-time munici- 
pal health departments. The combined population of the 
1,669 counties and 103 cities represented approximately 
70 per cent of the total population of the continental 
United States. Since June 30, 1941, more than 100 other 
counties have been provided with full-time service. 

What is needed to correct the present disgraceful state 
of health department housing? The answer usually given 
is “money.” Yet this is not the whole truth; there are 
certain fundamentals even more pertinent. 

Many local health departments have too narrow a con- 
ception of their functions and duties. They routinely per- 
form the old-line tasks such as inspection, abatement of 
nuisances, enforcement of quarantine, and other activities 
handed down from the early days of public health organ- 
ization. If this is all a health department is prepared to 
do, a little desk space is all it needs, and the location of 
such desk space is not a matter of great importance. On 
the other hand, if a health department is concerned with 
the total health problem of the community and is actually 
doing something about it—-if it is operating clinics, main- 
taining nursing services, giving real protection with re- 
gard to water, milk, and food, assisting in civilian defense, 
and carrying on a health education program which reaches 
the people—then it has a right to expect consideration 
from the community. Moreover, it usually gets it. 

Usually—but not always. This brings us to the second 
point: commanding the respect of the public. A health 
department may actually be making 
a heroic effort to provide a com- 
plete set of modern services. Never- 
theless, if it is miserably housed 
and equipped, if it is relegated to a 
dark basement or drafty auditorium, 
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health agencies py means ot substantial grants-in-aid to the 
States through the Public Health Service. Moreover, prior 
to the present emergency, the construction of health centers 
was possible through the Work Projects Administration and 
grants and loans administered by the Public Works Admin- 
istration. Local health agencies largely neglected to take 
advantage of this aid, and now the opportunity has been 
lost. Here again, lack of prestige in the community was 
undoubtedly reflected. In applying for grants, officials 
were reluctant to consider the plight of that step-child 
in the official family—the health department. 

In the summer of 1941, Congress appropriated $150,- 
000,000 to the Federal Works Agency for defense public 
works, including health centers. Applications for many 
more projects than could be undertaken with this sum were 
quickly submitted, but of the 3,725 applications received 
prior to January 31, 1942, only 157 were for health centers 
and clinics. In January, 1942, an additional sum of $150,- 
000,000 in Federal funds was made available for the provi- 
sion of community facilities vital to the war effort. By May 
2, 1942, health center projects in 92 communities, involv- 
ing a total estimated cost of approximately $4,850,000, had 
been approved by the President. Construction on many of 
these health centers is now going forward under the super- 
vision of the Public Buildings Administration. 

The construction of new buildings, even as defense 
projects, will undoubtedly be difficult, and in some in- 
stances impossible, for some time to come. Materials 
will be under priority restrictions and labor will be 
scarce, 

The next great opportunity for the construction of health 
centers on a large scale may come after the war is over. 
It is generally believed that a comprehensive public works 
program will be necessary in the post-war era to absorb 
the shock of anticipated unemployment. A “public works 
reserve” is being developed by the Federal Works Agency 
and the National Resources Planning Board. These agencies 
are now surveying communities and preparing lists of suit- 
able projects. If local health depart- 
ments wish to benefit from this con- 
templated program they should be- 
gin now to consider their needs and 
problems, and to prepare the ground 
for suitable action. 


then it is not only hindered in the 
performance of its work but it fails 
to get the respect its efforts should 
command. Unstinting public sup- 
port is engendered not only by rec- 
ognition of services performed, but 
by the manner in which they are 
performed, Call this salesmanship, 
or even showmanship, but the 
truth is that it builds respect and 
recognition. The end result is that 
the health department is better able 
to discharge its obligation to the 
community. 

Financial support for a local 
health department, however, need 
not come entirely from local 
sources. Since 1935 the Federal 
Government has encouraged the de- 
velopment and maintenance of local 
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Any health center constructed 
now or in the future should be 
planned so as to conform to the 
conceptions of what a modern 
health center should be. A prop- 
erly administered health depart- 
ment, housed in headquarters such 
as those indicated by the type plans 
which follow, will be a vital force 
in the community. It will establish 
itself in the people’s hearts and 
minds as the focal point from 
which community health activities 
proceed. Under such circum- 
stances, the health center becomes 
in fact what in theory it should be 
—a worthy monument to the sci- 
ence which combats human illness 
and promotes longer, happier, and 
more useful living. 
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Tue TERMS “health center” or “health clinic’’ have been 
applied indiscriminately to many types of structures, in- 
cluding corner stores remodeled to serve as well-baby sta- 
tions, settlement houses, community and recreational cen- 
ters, individual or group medical offices and industrial 
clinics, and large, specially designed hospitals and medical 
centers. This confusion in terminology is symptomatic of 
the many-sided efforts, chiefly non-official, which in the 
past have been characteristic of health work. 

Early “health centers,” mainly reconstructed residences 
or stores, were an outgrowth of welfare or settlement 
house work'* and subsequently of the district or visiting 
nurse movement.” Another influence was the establishment 
of clinics by voluntary agencies concerned with special 
health activities such as infant care or tuberculosis control. 
A later step in the evolution of the health center was the 
attempt to gather together in one building a number of 
agencies concerned with various health, or related social 
service problems, in order to provide some center in which 
neighborhood activities could be coordinated. 

An obvious reason why welfare agencies were the first 
to become interested in “health centers” was the relation- 
ship between disease and poverty. Another reason, how- 
ever, was that official health departments had not yet 
come of age and were still concerned almost exclusively 
with elementary functions of sanitation and the nuisance 
abatement required by law. 

As the functions of official health agencies expanded in 
accordance with the broadening concept of public health, 
the main impetus to health center construction came to be 
the growth and development of official health depart- 
ments. One major influence was the establishment of the 
district form of health administration? in large and pop- 
ulous health jurisdictions such as New York City,® Boston,® 
and Los Angeles. The excessive size of these jurisdic- 
tions, as well as the development of activities dependent 
for their success in large measure upon the understanding 
and participation of the individual beneficiary, made evi- 
dent the desirability of decentralization, localization, and 
the correlation of services to the particular needs of the 
community. More or less homogeneous districts were there- 
fore laid out, and health centers were constructed to house 
under official auspices all local health activities. 

The district type of health center has been developed 
primarily in metropolitan communities, and it differs in 
several respects from the type health centers described in 
this presentation. First, since the district is a subdivision 
of a larger jurisdiction, provision is not made in the dis- 
trict center for certain activities such as vital statistics, 
sanitary engineering, and laboratory services, which are 
provided and administered from the central office. Sec- 
ondly, the district center usually continues the settlement 
house tradition in that it provides space for allied agen- 
cies, notably welfare organizations. In some instances pro- 
vision is made for nurseries and instructive activities.® 

A more important influence, at least in its effect on the 
smaller health departments in the United States, and there- 
fore on the over-all health organization of the country as 


* Key numbers throughout refer to items in Bibliography, page 78. 
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developed with Federal assistance under provisions of 
the Social Security Act, has been the construction of health 
centers for rural, semi-rural, and small city health depart- 
ments by various philanthropic foundations. While such 
centers have been built with private funds, they have been 
constructed specifically for use by official health depart- 
ments. They differ from the district type of health center 
in that they constitute the only center in an area, and in- 
clude provision for all the basic functions of the health 
department. Examples of such centers are those constructed 
in Massachusetts, Mississippi, and Tennessee by the Com- 
monwealth Fund.° 

A development which is similar in some respects has 
occurred in Michigan where the Kellogg Foundation,’ as 
part of its county health department demonstrations, has 
constructed what are called ‘community health. centers.” 
Strictly speaking, these are small hospitals which incorpo- 
rate provisions for certain health department functions such 
as laboratory and home nursing services. In reality, a small 
part of a health center is added to a hospital. The obverse 
of this is demonstrated in Los Angeles? where a small 
emergency hospital of a few beds has been added to the 
district health center. These are interesting developments 
with possible significance for the future. The transforma- 
tion of hospitals from the pest-houses of former years into 
institutions regarded by the public as modern centers of 
health and medical activity has led to increasing discus- 
sions of the hospital’s educational potentialities and of 
the possible advantages to be achieved by combining health 
centers and hospitals. Such combination avoids duplication 
of certain clinical facilities necessary to both health de- 
partment and hospital and increases the possibility for 
continuity of medical care. 

A recent development which may be mentioned briefly 
is the organization of health centers or clinics in public 
housing projects. Some centers have been established in 
large urban projects of the “slum clearance” type. Within 
the last year others have been organized to serve the ten- 
ants of defense housing projects in military or war-indus- 
try communities. Since many of the latter type of projects 
have necessarily been located in sparsely settled areas 
without access to medical or hospital services, wartime 
housing authorities have in some instances had to provide 
health facilities for the tenants whose physical well-being 
is of vital importance in the war effort. When this has 
been done, it has been accomplished in one of three ways: 
(1) One or more dwelling units have been converted into 
a health center; (2) space has been set aside in the ad- 
ministration or community building; (3) a building has 
been provided specifically for a health center and clinic. 

In concluding this brief outline of the historical back- 
ground of health centers, it may be well merely to men- 
tion the English experience. In England the initial im- 
petus also came from welfare work, chiefly with children. 
Even at the present time there is a marked tendency to- 
ward the association of health centers with nurseries and 
recreational facilities.1°™ 

Having touched on past influences determining the as- 
sociation of health services with other types of activities, 
the term “health center” will hereafter be confined to a 
structure designed primarily as the home of the official 
health agency. 

The building must provide the administrative, techni- 
cal, and educational facilities necessary in carrying on 


BUILDING TYPES 


the functions of a local health department. Some of these 
functions are basic, well defined, and part of standard 
practice. Others are newer or even experimental, and are 
not yet accepted as functions by all health departments. 
The activities of any given health department will depend 
on such factors as the special problems of the area, the 
length of time a program has been in effect, the funds 
and personnel available, the existence of other voluntary 
and official agencies interested in various phases of health 
work, and the relationships of the health department to 
such agencies and to the organized professions. Neverthe- 
less, certain functions and activities are accepted as basic. 
These basic functions may be enumerated as follows: 
Administration, control of sanitation, control of com- 
municable disease, public health nursing service, individual 
health protection and promotion through provision of cer- 
tain direct services, and public health education.*-+ 
Administration includes the ordinary business routines 
of any office as well as the specialized bookkeeping on 
health which involves the collection and tabulation of 
vital statistics and the recording of technical activities. 
Control of sanitation includes: (1) Supervision of 
private and public water supplies, sewerage, excreta dis- 
posal, as well as heating, lighting, and ventilation of pub- 
lic buildings; (2) supervision of the quality of the milk 
supply, including examination of milk and milk product 
samples; (3) control of the hygienic conditions in food 
handling and processing establishments, including inspec- 
tion of. abattoirs, markets, bakeries, and shellfisheries or 
shellfish packing plants; (4) supervision of eating and 
drinking establishments; (5) establishment of satisfactory 
working conditions in industrial plants (often done by the 
State health department rather than by the local unit); 
(6) control of mosquitoes, flies, rodents, and other ver- 
min; (7) sanitary supervision of recreational facilities such 
as tourist camps, parks, and bathing places; (8) licensing 
of barber shops, beauty parlors, and boarding houses. 
Although some of the above functions may be per- 
formed by other official agencies in the community, the 
health department must keep informed constantly con- 
cerning all matters which have a bearing on the health of 
the community. To this end, conferences with other agen- 
cies and reporting to the health department by agencies 
with health-connected functions will be necessary. 
Communicable disease control requires diagnostic lab- 
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oratory facilities, clinical facilities for immunization, and 
refrigerated storage for vaccines and sera. Tuberculosis and 
venereal disease control usually constitutes a major part of 
the activity. In the larger centers a separate tuberculosis 
clinic is usually provided, with special X-ray and pneumo- 
thorax equipment. The elaborate irrigating and plumbing 
equipment formerly needed in venereal disease clinics can 
be dispensed with now that newer and simpler chemo- 
therapeutic methods are used. 

No class of personnel plays a more important role in 
the public health program than the nurses. Nurses con- 
stitute a majority of the staff and account for the largest 
part of the budget. They participate in every type of 
activity and have the most frequent and intimate contact 
with the public. Yet, they are almost always the last group 
to be considered in working out the physical arrangement 
of a health department. Special attention should be de- 
voted to planning clinic facilities for smooth flow of traffic 
and minimum lost time and energy for the nurses. 

Although the health department’s primary task is over- 
all stewardship of community health through the preven- 
tion of disease, it is now generally accepted that in the 
case of certain diseases, certain age groups, and certain 
economic groups, some curative services must be provided. 
There is no dichotomy between prevention and cure of 
such diseases as tuberculosis and syphilis, and, therefore, 
curative clinical facilities are provided for victims of these 
afflictions. Direct service, through child-health conferences 
and pre-natal and post-partum clinics, is also rendered to 
children and pregnant women, especially to those who can- 
not secure such services through their own resources. 

Thus, special clinical facilities and equipment for ma- 
ternal and child hygiene and children’s dentistry are neces- 
sary in most instances. The maternal and child health 
clinic should be designed primarily as a demonstration 
room for educational use, and should be furnished for 
children as well as mothers. In some instances special fa- 
cilities for mental hygiene, nutrition instruction, and medi- 
cal social service may be provided. 

Public health education is the function which rivets 
together all the various activities of a health program and 
translates them into terms readily understood and appre- 
ciated by those for whose benefit the program is devised. 
Health education, therefore, should be introduced into as 
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many aspects of the health center as possible. Panels, 
murals, and. posters should be incorporated into the scheme 
of the waiting rooms and all other parts of the building 
to which the public has access. Provision should be made 
for attractive display of printed matter for free distribu- 
tion. Movable displays may be provided for use in par- 
ticular clinics. There should be an auditorium or assembly 
room for public meetings, lectures, motion pictures, con- 
ferences, or medical society meetings. A library-conference 
room is desirable in a larger center. 

From the foregoing, it will be seen that the health cen- 
ter comprises three major areas: Public, administrative, and 
clinical. All these should be designed so as to insure a 
harmonious working relationship with a maximum of effi- 
ciency and a minimum of traffic and overlapping. 

Lack of expert planning, with consequent detriment to 
the quality of service rendered, is evident in many health 
centers constructed in the past. The planning of health 
centers involves complex and interrelated considerations 
of function, form, and engineering. Many architects have 
not had sufficient opportunities to become fully acquainted 
with the highly specialized problems in this relatively new 
field. Physicians or health officers, who are usually con- 
sulted by architects, are not, as a rule, sufficiently con- 
versant with the problems of the interrelationship and 
integration of the various service units, and cannot usually 
give the comprehensive advice necessary to insure maxi- 
mum efficiency at minimum expense. 

The services of the United States Public Health Service 
architectural and planning unit, which designed the type 
health centers shown herein, are available to local health 
authorities and architects who wish to secure expert advice 
on hospital or health center design and construction. 

The type health centers described in the following pages 
have necessarily been designed with general rather than 
specific requirements in mind. Many of the new health cen- 
ters to be constructed under the war. public works pro- 
gram will have requirements not provided for in the plans 
here presented; others may not require some of the fea- 
tures which have been included. Nevertheless, on the basis 
of the accepted functions outlined above, it is believed 
that these plans embody the principal features which 
should be incorporated in health centers for communities 
of the various sizes indicated. 

Because of the legal, financial, and material restrictions 
of the present public works program, no attempt has been 
made to include in these plans certain facilities indicated 
by some trends, both past and present. Space for allied 
welfare or social service agencies, for example, has not 
been considered. In spite of the obvious debt owed by 
public health to welfare agencies, continued direct as- 
sociation with them presents certain distinct disadvantages 
to the health department. Whereas the welfare agency 
serves a limited clientele, the health department is con- 
cerned with the health of all citizens in the community. 

Also omitted from the plans because of present mate- 
rial restrictions is consideration of possible combinetions 
with recreational centers, gymnasia, and nurseries, as well as 
the possibilities inherent in the association of the health 
center with the hospital. These possibilities are, how- 
ever, of great importance to the future development of the 
health center as a positive factor for community health. 
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TYPE A 
HEALTH CENTER 


DESIGNED for a community with a maximum population of 


approximately 30,000. 


A one-story structure with floor area 


of 2,780 square feet. Clinic section contains two dual purpose 
clinic rooms (see details, page 74), a consultation room, a 
utility room, and a dental room. Space for a laboratory has 
been included, but if laboratory work is to be done off the 


premises this space may be utilized for X-ray facilities. 


Be ee The administrative section includes a waiting room, infor- 


mation and record room, a nurses’ room, and offices for the 


a health officer, chief nurse, and sanitary engineer. 
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The basement (not shown) requires only partial excavation. 
It contains an assembly hall, a boiler and fuel room, a main- 
tenance room, storage space, and a dead record room. 

For a community of this size the staff will consist of from 
HH 8 to 10 persons, including 1 health officer, a chief nurse, 4 or 
5 public health nurses, 1 or 2 sanitary engineers, and 1 clerk. 


Clinic loads will vary but the center can handle about 8,000 


visits per year. 


EQUIPMENT LIST FOR TYPE A HEALTH CENTER 


X-ray and Dark Room. | mobile unit 15 
to 30 ma., including cassette box and 
fluoroscopic attachments; | hand fluoro- 
scope; l vertical cassette holder (mov- 
able); 1 illuminator (fluorescent light) ; 
2 cassettes, 14” x 17”; 2 cassettes, 10” 
x 12”; 2 cassettes, 8” x 10”; 12 film 
developing hangers, 14” x 17”; 12 film 
developing hangers, 10” x 12”; 12 film 
developing hangers, 8” x 10”; 2 safe 
lights; 2 floating thermometers; | inter- 
val timer; 3 storage racks for film hang- 
ers; 1 film drier; 1 unexposed film stor- 
age bin (lead lined) ; 1 exposed film stor- 
age cabinet (base and drawer); | de- 
veloping, washing, and fixing tank (in- 
sulated), 3-gallon solution capacity; | 
refrigerating unit; lead numbering set; 
lead-impregnated rubber gloves; lead-im- 
pregnated rubber apron. 

Tuberculosis and Venereal Disease Clinics, 
2 examination tables; 2 sanitary sheet 
apparatus; 2 instrument cabinets; 2 in- 
strument tables; 2 operator’s stools; 2 
soap dispensers; 2 foot stools; 2 paper 
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towel cabinets; 2 sanitary waste recep- 
tacles; 2 gooseneck examination lamps; 
l instrument sterilizer; 1 small desk; 1 
chair; 1 adult scale; 2 costumers; 1 mi- 


croscope (dark field); 1 microscope ( or- 
dinary) ; 1 pneumothorax apparatus with 
stand. 


Maternal and Child Health Clinic. 1 ex- 
amination table; 1 sanitary sheet appara- 
tus; ] instrument cabinet; 1 instrument 
table; 1 paper towel cabinet; 1 opera- 
tor’s stool; 1 soap dispenser; 1 foot stool; 
1 sanitary waste receptacle; 1 gooseneck 
examination lamp; 1 instrument steril- 
izer; 1 small desk; 1 demonstration table; 
l infant scale; 1 adult scale; 2 chairs. 
Utility Room. 1 hot plate; 1 sanitary 
waste receptacle; 1 Bunsen burner. 
Consultation Room. | desk; 3 chairs; | 
filing cabinet; 1 table. 

Dental Hygiene Clinic, | operating chair; 
1 dental unit and motor; 1 instrument 
cabinet; 1 air compressor (twin cylin- 
der) ; 1 X-ray machine; miscellaneous in- 


struments; | paper towel cabinet; | soap 
dispenser; 1 costumer; | sanitary waste 
receptacle. 

Health Officer’s Office. | desk; 3 chairs; 
1 filing cabinet; 1 map rack; 1 waste re- 
ceptacle; | costumer. 

Sanitary Engineer’s Office. 1 desk; 2 
chairs; 1 filing cabinet, 1 waste recep- 
tacle; 1 costumer. 

Laboratory. | centrifuge; 1 microscope; 


1 refrigerator; 1 incubator; 1 autoclave; 
1 stool; 1 hot air sterilizer; ] set of 
scales; 1 burette stand; 1 hot plate; | 


Bunsen burner. 

Chief Nurse’s Office. 1 desk; 2 chairs; 1 
filing cabinet; 1 waste receptacle. 
Nurses’ Room. 4 desks; 4 chairs; 4 waste 
receptacles. 

Record Room, | desk; 2 chairs; 1 type- 
writer; 5 filing cabinets; 2 waste recep- 
tacles; 1 mimeograph machine; l cos- 
tumer. 

Waiting Room. 15 chairs (adult); 5 
chairs (children); 1 smal! nursery table; 
1 large table. 

Auditorium. 60 chairs; 1 table. 


69 


TYPE B-1 HEALTH 
FoR A COMMUNITY with a maximum 
population of approximately 60,000. 
One story, with floor area of 4,480 
square feet. The clinic section con- 
tains separate facilities for venereal 
disease control; tuberculosis control, 
including X-ray; maternal and child 
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health service (see details, page 75) ; 
dental hygiene; and a pharmacy. The 
sub-waiting room aids in control of 
patients. 

The waiting room opens into the 
clinical and administrative areas, and 
the auditorium. The administrative 
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EQUIPMENT LIST FOR TYPE B-1 & B-2 HEALTH CENTERS 


Tuberculosis and X-ray Clinic 

X-ray Room and Dark Room, | 200 ma. 
unit with transfer and control stand; 
l hand fluoroscope; 1 rotating or sta- 
tionary anode double focus tube; 1 tube 
stand; l side rail unit; 1 mobile unit, 15 
ma., with fluoroscopic attachments; 1 
cassette holder, wall hung; 1 illuminator 
(fluorescent light); 2 cassettes, 14” x 
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17”; 2 cassettes, 10” x 12”; 2 cassettes, 
8” x 10”; 12 film developing hangers, 
14” x 17”; 12 film developing hangers, 
10” x 12”; 12 film developing hangers, 
8” x 10”; 1 safe light; 2 floating ther- 
mometers; 1 interval timer; 3 storage 
racks for film hangers; 1 film drier; 1 
unexposed film storage bin (lead lined) ; 
l exposed film storage cabinet (base and 


wing contains the information counter, 
space for records, a large nurses’ room 
(see details, page 78) with the chief 
nurse’s office conveniently located 
across the corridor, offices for the 
health officer and sanitary engineers, a 
laboratory (see details, page 78) and 
staff toilets. 

An auditorium has been provided 
for meetings, conferences, educational 
lectures, and other assemblages. 

The basement (not shown) requires 
only partial excavatien, It contains 
storage space, a dead record room, a 
maintenance room, and a boiler and 
fuel room. A stairway from the base- 
ment to the exterior is required for re- 
moval of ashes and other service opera- 
tions. 

The full-time staff of such a center 
will consist of from 15 to 21 persons, 
including 1 health officer, 1 chief 
nurse, 1 assistant chief nurse, 8 to 12 
public health nurses, 2 to 4 sanitary 
engineers, and 2 clerks. The clinics 
can accommodate approximately 14,- 
600 patient-visitors per year. 


drawer) ; | developing, washing, and fix- 
ing tank (insulated), 5-gallon developer 
and 10-gallon fixer capacity; 1 refrig- 
erating unit; lead numbering set; lead- 
impregnated rubber gloves; lead-impreg- 
nated apron. 

Consultation Room. | desk; 2 chairs; 1 
waste receptacle; 1 pneumothorax appa- 
ratus. 
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TYPE B-2 HEALTH CENTER 


For A COMMUNITY with a maximum 
population of approximately 60,000. 
Two stories, with floor area of 4,290 
square feet. Designed to meet condi- 
tions where lack of ground space pro- 
hibits construction of the one-story B-1 
Type. This center contains the same 
clinical and administrative facilities as 
B-1. Clinic space is on the first floor 
and administrative quarters on the sec- 
ond. 

The basement contains an assembly 
room, storage space, a dead record 
room, a maintenance room, and a boil- 
er and fuel room. 

The full-time staff and the clinic 
load are the same as for the Type B-1 
center. 


EQUIPMENT LIST (continued) 


Control Nurse’s Office. 2 chairs; 
receptacle. 

Dental Hygiene Clinic. | operating chair; 
1 dental unit and motor; l instrument 
cabinet; 1 air compressor; | X-ray ma- 


1 waste 


chine; miscellaneous instruments; lab- 
oratory equipment; l paper towel cab- 
inet; 1 soap dispenser; |] sanitary waste 
receptacle. 


Venereal Disease Clinic 

Examination Room. |] examination table; 
l sanitary sheet apparatus; 5 operator’s 
stools; 1 operator’s foot stool; 1 micro- 
scope (dark field); 1 microscope (ordi- 
nary); 3 instrument tables; 3 sanitary 
waste receptacles; 1 gooseneck examina- 
tion lamp; | sterilizer, 17” x 8” x 6”; 1 
paper towel cabinet; 1 soap dispenser. 
Consultation Room, | desk; 2 chairs; 1 
waste receptacle. Control Nurse’s Office. 
2 chairs; 1 waste receptacle. 
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Maternal and Child Health Clinic 
Examination Rooms. 2 examination 
tables; 2 sanitary sheet apparatus; 2 op- 
erator’s stools; 2 operator’s foot stools; 2 
sanitary waste receptacles; 2 gooseneck 
examination lamps; 2 instrument steril- 
izers; 2 paper towel cabinets; 2 soap dis- 
pensers; 2 chairs. 


Demonstration Room, | demonstration 
table; l sanitary waste receptacle; 10 
chairs; 1 children’s play table; 4 chil- 
dren’s chairs; 1 hot plate; 1 infant scale; 
1 adult scale; 1 paper towel cabinet; 1 
soap dispenser; | microscope; 1 Bunsen 
burner. 

Consultation Room. 1] small desk; 2 
chairs; | waste receptacle. 


Control Nurse’s Office. 2 chairs; 1 waste 
receptacle. 
Auditorium, 80 chairs; 


l1 projection machine. 


1 speaker’s table; 
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Waiting Room, 20 chairs; | table. 
Record Room. | small desk; 10 filing 
cabinets; 2 chairs (typist); 1 desk; 1 
typewriter; 1 mimeograph machine; 2 
waste receptacles. 

Nurses’ Room. 8 desks; 8 chairs; 4 waste 
receptacles. 

Health Officer’s Office, 1 chair; 1 desk; 
1 filing cabinet; 1 waste receptacle; 1 
map rack; 1 costumer. 

Sanitarians’ Office, 3 desks; 3 chairs; 3 
waste receptacles; 1 filing cabinet; 1 
drawing table; 1 costumer. 

Chief Nurse’s Office. 1 desk; 2 chairs; 
1 filing cabinet; 1 waste receptacle. 
Laboratory. | centrifuge; 1 hot air steril- 
izer; 1 microscope; l incubator; ] re- 


frigerator; 1 autoclave; 1 burette stand; 
1 set of scales; 1 desk; 1 hot plate; 1 
chair; 1 Bunsen burner; 1 file cabinet; 
1 sfool. 
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TYPE C HEALTH CENTER 


FOR A COMMUNITY with a maximum 
population of approximately 100,000. 
One story, with floor area of 7,380 
square feet. The clinical wing con- 
tains separate clinics for venereal dis- 
ease control (see details, page 76), tu- 
berculosis control, including X-ray 
(see details, page 77), maternal and 
child health services, and dental hy- 
giene. A pharmacy has also been in- 
cluded. Two sub-waiting rooms aid 
in control of patients. 

The basement extends under only 
part of the building area. It contains 
storage space, a dead record room, a 
maintenance room, and a boiler and 
fuel room. 

The full-time personnel of such a 
center will consist of from 31 to 35 
persons, including 1 health officer, 1 
assistant health officer, 1 chief nurse, 2 
to 3 assistant chief nurses, 18 public 
health nurses, 5 to 7 sanitary engi- 
neers, and 3 to 4 clerks. The clinics 
can accommodate about 28,300 patient- 
visitors per year. 
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EQUIPMENT LIST 
FOR TYPE C HEALTH CENTER 


Tuberculosis and X-ray Clinic 

X-ray and Dark Room. | 200 ma. X-ray 
unit with transformer and control stand; 
l] rotating or stationary anode double 
focus tube; | stereoscopic tube stand; | 
side rail unit; 1 photo-roentgen unit; 1 
orthostereoscope; | vertical fluoroscope; 
1 illuminator (fluorescent light); 3 cas- 
settes, 14” x 17”; 24 cassettes, 4” x 
10”; 12 film developing hangers, 14” 
x 17”; 12 multiple film developing 
hangers, 4” x 10”; 1 safe light; 2 float- 
ing thermometers; | interval timer; 2 
storage racks for film hangers; 1 film 
drier; 1 unexposed film storage bin (lead 
lined); 1 exposed film storage cabinet 
(base and drawer); 1 developing, wash- 
ing, and fixing tank (insulated), 5-gal- 
lon developer and 10-gallon fixer ca- 
pacity; | refrigerating unit; lead number- 
ing set; lead-impregnated gloves; lead- 
impregnated apron. 

Fluoroscopy and Pneumothorax Room. 
l pneumothorax table with rollers; 1 
sanitary sheet apparatus; ] gooseneck ex- 
amination lamp; 2 instrument tables; 2 
operator’s stools; 1 pneumothorax appa- 
ratus with stand; 1 operator's foot stool; 


l sanitary waste receptacle; | instrument 
sterilizer, 17” x 8” x 6”; 1 paper towel 
cabinet; 1 soap dispenser; 1 two-basin 


solution stand. 

Consultation Room. | desk; 2 chairs; 1 
waste receptacle; | adult scale. 

Control Nurse’s Office. 2 chairs; 1 waste 
receptacle. 

Dental Hygiene Clinic. 2 operating chairs; 
l dental unit and motor; 1 instrument 
cabinet; | air compressor; 1 X-ray equip- 
ment; miscellaneous instruments; labora- 
tory equipment; | sanitary waste recep- 
tacle; 1 soap dispenser; | paper towel 
cabinet. 

Recovery Room. | cot and mattress. 
Venereal Disease Clinic 

Examination and Treatment Rooms. 
2 examination tables; 2 sanitary sheet 
apparatus; 2 gooseneck lamps; 2 instru- 
ment tables; 2 operator’s stools; 2 oper- 
ator’s foot stools; 2 sanitary waste recep- 
tacles; | instrument sterilizer, wall hung, 
17” x 8” x 6”; 2 paper towel cabinets; 
2 soap dispensers. 


a SSS 


Laboratory. 1 microscope (dark field) ; 
1 microscope (ordinary); 1 stool. 
Consultation Room. | desk; 2 chairs; | 
waste receptacle. 

Control Nurse’s Office. 2 chairs; 1 waste 
receptacle. 

Arsenical Injection Room. 4 operator's 
stools; 2 instrument tables; 1 instrument 
sterilizer, 17” x 8” x 6”; 1 sanitary waste 
receptacle; | paper towel cabinet; | soap 
dispenser. 

Bismuth Injection Room. | examining 
table; 1 sanitary sheet apparatus; 1 in- 
strument table; 1 operator’s stool; 1 
operator’s foot stool; 1 gooseneck exam- 
ination lamp; | sanitary waste receptacle. 
Maternal and Child Health Clinic 
Examination Rooms. 2 examination 
tables; 2 sanitary sheet apparatus; 2 op- 
erator’s stools; 2 operator’s foot stools; 
2 sanitary waste cans; 2 gooseneck ex- 
amination lamps; 2 instrument sterilizers, 
17” x 8” x 6”; 2 paper towel cabinets; 
2 soap dispensers; 2 chairs, 
Demonstration Room. | demonstration 
table; 1 sanitary waste receptacle; 11 
chairs; 1 hot plate; 1 infant scale; 1 
adult scale; 1 paper towel cabinet; 1 
soap dispenser; | microscope; 1 Bunsen 
burner. 

Consultation Room. | 
1 waste receptacle. 
Control Nurse’s Office: 2 chairs; | waste 
receptacle. 

Auditorium, 160 chairs; | 
projection machine. 
Waiting Room. 30 chairs; 8 chairs (children) ; 
] nursery table. 

Record Room. 2 desks; |] desk (small); 3 
chairs; 2 typewriters; 1 mimeograph machine; 
3 waste receptacles; 15 filing cabinets. 
Nurses’ Room. 20 desks; 20 chairs; 10 waste 
receptacles. 

Chief Nurse’s Office, 1 desk; 1 chair; 1 filing 
cabinet; 1 waste receptacle. 
Laboratory. | centrifuge; | 


desk; 2 chairs; 


speaker's table; 1 


hot air sterilizer; 


l microscope; | incubator; 1 refrigerator; | 
autoclave; | burette stand; 1 set of scales; 
1 desk; 1 chair; 1 Bunsen burner; 1 file cabi- 
net; 1 stool; 1 hot plate. 


Sanitarians’ Office: 5 desks; 5 chairs; 3 waste 
receptacles; 2 filing cabinets; 1 drawing table. 
Sanitary Engineer’s Office, | desk; 1 chair; 
1 waste receptacle. 

Staff Room and Library. | 
(8’) ; 8 chairs. 

Assistant Health Officer’s Office: | 
chair; 1 waste receptacle. 
Secretary’s Office. | desk; 1 chair (typist); 1 


conference table 


desk; 1 


waste receptacle; 1 typewriter; 1 filing cabi- 
net. 

Health Officer’s Office. 1 map rack; | desk; 
1 chair; 1 waste receptacle. 
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HEALTH CENTER DESIGN DATA 
1—CLINIC LOADS AND SCHEDULES 


CLINIC LOADS 

IN DETERMINING space requirements 
for the various type health centers here 
presented, an approximate clinic sched- 
ule and personnel list for each type 
was first prepared. 

The case loads have been drawn up 
in accordance with standard practice* 
wherever possible. With regard to cer- 
tain services such as dental hygiene 
and venereal disease control which are 
subject to considerable variations in 
different communities, it is not possible 
to set up satisfactory standards which 
may be followed universally. In such 
cases it is necessary to confer with 
local health officials. 

Maximum rather than minimum 
standards should be utilized in deter- 
mining case loads, since activities are 
likely to expand rather than contract. 

Standard practice requires that ad- 
ministrative and office space be pro- 
vided on the basis of 1 or 2 health of- 
ficers and 1 chief nurse to a center, 1 
nurse to each 5,000 population (approx- 
imate), and 1 sanitarian to each 15,000 
to 20,000 population.* * 

The following examples illustrate the 
methods used to arrive at an approxi- 
mate estimate of the clinic loads for the 
Type A health center (page 69) which 
was designed for a community of 30,- 
000 maximum population. 


PRE-NATAL CLINIC 


Number of expected births an- 
nually (based on a population 
of 30,000 with an average 
normal birth rate of 18 per 


DOOD a. wie 0 gia isy0'9 b1d.¥ 0.050 9 ore Nome pie 540 
Number of mothers expected to 
attend clinic (based on ex- 
pected attendance of 33 per 
a TA ues RN Kinde RAC ROWER 180 


* See Bibliography, page 78; Nos. 4 and 13. 
** See Bibliography, page 78; Nos. 3 and 4. 


POSSIBLE CLINIC-USE SCHEDULES based on analyses of 


Total number of clinic visits 
annually (based on 6 visits 


PGF MOLNEL) 6. ase s:50,0, savetein 1,080 
Average number of clinic visits 
PSY WOOER grenadi ksr SAAD ones 20+ 


Number of patients who can 
be accommodated at each 


clinie SESSION: « 66 < éio0-0:5-919-4 ee 10 
Number of sessions required 
DEO WE. sessir ssar 2 


CHILD HEALTH CLINIC 


Total number of children under 
5 years of age in 30,000 popu- 
lation (based on normal an- 
nual birth rate of 18 per 1,000 
population) 

Number of children expected to 
attend clinic (based on an ex- 
pected attendance of 50 per 
CONE). iis pce iwasis ig 357 eRwE eles 8:6 675 

Total number of clinic visits 
annually (based on 4 visits 


Por CHU). sawn 552s e4nieaes 2,025 
Average number of clinic visits 
DON WAOE oiaro cas 216 ecetane ais 40 


Number of children who can be 
accommodated at each clinic 
session 

Number of sessions 
POY WEGE snnarar est igtadiiees 2 


TUBERCULOSIS AND X-RAY CLINIC 


Number of expected deaths 
from tuberculosis annually 
(based on a population of 
30,000 and a tuberculosis 
death rate of 50 per 100,- 


DOO)» vai O mictaaiacers T ewe Bo 15 
Number of registered tubercu- 

losis patients annually 

(standard practice requires 


that 5 known cases be under 

treatment for each tubercu- 

TOSSES GOGEN). was o sgarscsrcwes ess 75 
Total number of clinic visits 

annually (based on 4 visits 


DON PALIDI os cciamescecnss 300 
Approximate number of clinic 
Visits por MONTH. oawewsedecss 25 


Number of patients to be ac- 


commodated at each clinic 

SERBION,  a:. carelgies saarea iis pee 4 
Number of sessions required 

MOM THOME, ste cseag S N TS gees 


VENEREAL DISEASE CLINIC 


The venereal disease clinic load is gov- 
erned by a number of factors which 
make it impossible to apply general 
standards except with regard to the 


*** Two of the sessions should be held in the 
evening to accommodate persons who work 
in the daytime. 
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number of visits required to control in- 
fection and provide recommended mini- 
mum treatment to each registered case. 
The rate of incidence, the percentage of 
infected individuals who report at the 
clinic, and the number of cases under 
treatment by private physicians will 
vary considerably in different communi- 
ties. All of these factors will affect the 
number of cases treated. 

The recommended number of clinic 
visits for each case is: 48 for syphilis, 4 
for gonorrhea, and 10 for other venereal 
diseases. 

Assuming that for each 1,000 popula- 
tion there will be 7.5 cases of venereal 
disease, of which 70 per cent will br 
syphilis, 25 per cent gonorrhea, and 5 
per cent other venereal infections, then: 
Number of venereal cases an- 

nually (based on a population 

of 30,000 with a rate of 7.5 

PEP EMOUSANA).«: wesa camawn si 225 
Number of annual treatments 7,900 
Average number of clinic visits 


DOP’ AWOGIE | sicseisiia a oa.ereie mre we sigraysin 150+ 
Number of cases who can be ac- 

commodated at each clinic 

BOSBIONSY cs AN 50 
Number of sessions required per 


WOGE, wis se aewisten rs ciaeinme © sa 


DENTAL HYGIENE CLINIC 


Since nearly everyone suffers from den- 
tal diseases, the dental load may be re- 
garded as that proportion of the com- 
munity which is eligible for treatment 
in a health department clinic. 

In the past, dental clinics in health 
departments included facilities for pre- 
natal maternal care, and care of pre- 
school and certain elementary school 
children. At the present time, many 
health departments are improving and 
extending dental services to include 
venereal disease and tuberculosis pa- 
tients. Greater utilization of dental 
facilities may be expected as a result of 
the need for dental care among his 
school students and youths of pre-draft 
age. 

Determination of exact requirements 
of the dental clinic will, therefore, 
largely depend upon local circumstances 
and the dental program contemplated by 
the health authority of the community. 


po 


+The rate of handling venereal disease pa- 
tients varies but an adequate staff, properly 
trained and experienced, will handle about 50 
patients per two-hour session with facilities of 
the type provided in the Type A, Type B-1 and 
Type B-2 centers. The Type C clinic (see de- 
tails, page 76) will handle 75 cases a session. 


clinic loads 


TYPE A HEALTH CENTER 


TYPE B-1 & B-2 HEALTH CENTERS 


TYPE C HEALTH CENTIFR 


Session Clinic 


Session Clinic 


Session Clinic Visits 


M. None 

P.M. Child health 

Evening Venereal Disease 

Evening Dental 
Pre-natal 
Dental 
Child health 
None 

.M. Dental 

P.M. Tuberculosis 

Evening Venereal Disease 


A.M. Pre-natal 
P.M. None None 
Evening Tuberculosis 4 (2 monthly) 


Dental 
Venereal Disease 
None 


None None 


A.M. Tuberculosis 
P.M. Child health 
Evening Venereal Disease 
Evening Dental 


„M. Child health 
P.M. Venereal Disease 
Evening Pre-natal 


Pre-natal 
Venereal Disease 
Dental 

Venereal Disease 


Dental 
Pre-natal 

-M. Venereal Disease 
Evening Tuberculosis (2 monthly) 
A.M. Pre-natal 

P.M. Venereal Disease 

Evening Dental 


A.M. Dental 
A.M. Child health 


Dental 

Child health 

. Child health 
ning Venerea] Disease 


Dental 

Pre-natal 
Pre-natal 
Venereal Disease 


Pre-natal 
Venereal Disease 
Dental 
Tuberculosis 
Venereal Disease 


Pre-natal 
Pre-natal 
Venereal Disease 
Dental 
Tuberculosis 
Child health 
Pre-natal 
Venereal Disease 
Dental 

Child hea!th 
Venereal Disease 
Dental 


> 
zz 


vi 


2232225 
= 
e 


< 
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(2 monthly) 


ANALYSIS OF VISITS PER WEEK 


Clinic Visits 


Sessions 


Clinic Visits 


Sessions 


Clinic Visits 


Pre-natal 

Child health 
Tuberculosis 
Venereal Disease 
Dental 


Average Visits Per Week 
Average Sessions Per Week 


Per Year 13,312 
Per Year 650 


Pre-natal 4 
Child health 7 3 
Tuberculosis | 
Venereal Disease 6 
Dental 5 
Average Visits Per Week 480 Per Year 24,960 
Average Sessions Per Week 19.5 Per Year 1,014 


5 


Pre-natal 

Child health 
Tuberculosis 
Venereal Disease 
Dental 


Average Visits Per Week 
Average Sessions Per Week 


Per Week 45,03: 
Per Year 1,11 


ci im em i ipa pr annem 
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2—CLINIC ROOMS 
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UTILITY 


WAITING ROOM 


CLINIC ROOMS—TYPE A HEALTH CENTER 


EQUIPMENT LEGEND 


1. Work counter with cabinets below. 
2. Wall cabinet. 3. Sink with arm or 
knee control. 4. Sanitary waste recep- 
tacle. 5. Examination table. 6. Opera- 
tor’s stool. 7, Operator’s foot stool. 8. 
Instrument table. 9. Instrument cabi- 
net. 10. Gooseneck examination lamp. 
11. Instrument sterilizer. 12. Built-in 
soiled linen hamper. 13. Lavatory with 
arm or knee control 14. Hook strip. 
15. Small desk. 16. Microscope, (dark 
field). 17. Microscope, (ordinary). 18. 
Chair. 19. Adult scale. 20. Mirror. 
21. Pamphlet rack. 22. Infant scale. 
23. Baby dressing bins. 24. Demon- 
stration table. 25. Blackboard. 26. Hot 
plate. 27. Mobile X-ray unit. 28. Cas- 
sette stand. 29. Film viewing box. 
30. Educational wall display. 31. Cos- 
tumer. 32, File cabinet. 33. Pneumo- 
thorax apparatus with stand. 34. Table 
for examining babies. 35. Bunsen 
burner. 


Requirements. 


ity room; closets. 


GENERAL PLANNING DATA 


Site. Selection of a suitable site for a 
health center is important. The center 
should be removed from the main busi- 
ness area but in a place that is accessi- 
ble to common carriers. Ground space 
should be large enough to allow for fu- 
ture expansion. A site in or adjacent 
to a public park, where recreational 
facilities are at hand, is ideal. Vehicu- 
lar parking space should be provided. 

Preferably, the center should be in a 
separate building. It should not be lo- 
cated in a city hall, courthouse, school 
building, or welfare center. Those who 
argue for placing health departments in 
schools say that such an arrangement is 
ideal for the promotion of child health. 
Child health work, however, is only one 


14 


Two clinic rooms which 
can be curtained off into two sec- 
tions each; consultation room; util- 


Clinic Rooms: Since it is not advisable 
to hold venereal disease or tuber- 
culosis clinics in a room used for 
other clinical services, one of the 
clinic rooms is designed for vene- 
real disease and tuberculosis work 
and the other for use as a maternal 
and child health clinic. 

The tuberculosis and venereal 
disease room is curtained off into 
two sections, each of which is set 
up as a complete examination room, 
Each section has its own sink, but 
one sterilizer will serve both sec- 
tions. When the room is used for 
a venereal disease clinic, separation 
into two sections facilitates and ex- 
pedites the handling of patients. 

When the room is used for a tu- 
berculosis clinic, the mobile X-ray 
machine is wheeled into the left 
section, leaving the right section for 
pneumothorax treatment and use as 
a dressing room. The X-ray equip- 
ment consists of a mobile combina- 
tion fluoroscopic and radiographic 
X-ray unit. The mobile type is se- 
lected because the room in which 
the X-ray work is done is also used 
for other purposes and because the 
amount of X-ray and fluoroscope 
work done is likely to be small. A 
vertical cassette holder on a floor 
stand which can be shifted to any 
desired location is provided for 
chest radiography. Any convenient 
examining table may be used for 
radiography of other parts of the 
body. A hand fluoroscope and fluoro- 
scopic shutters and control are sup- 
plied as accessory items. 

A small dark room, as shown in 


of the necessary activities of a local 
health department. The health depart- 
ment is also engaged in venereal dis- 
ease control, tuberculosis control, and 
other activities for which a school 
building is not a desirable location. City 
halls and courthouses are unsuitable be- 
cause the activities of the health de- 
partment differ in all essential respects 
from those of other governmental units. 
Basic equipment bears no resemblance 
to that employed by other agencies, nor 
are techniques at all related to those of 
other agencies. Location in common 
with the welfare center is not advisable 
because the relief group constitutes 
only a small part of the health depart- 
ment clientele. 

An ideal arrangement is to establish 
the health center on the grounds of a 


l 
4 
| 
| 
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| 
MATERNAL € 
CHILD HEALTH 


the floor plan of the Type A health 
center, is provided with a three- 
section developing tank. The two 
end sections of the tank have a ca- 
pacity of three gallons each for 
developing and fixing solutions; the 
middle section is used for washing 
films. A film dryer and a storage 
bin for unexposed films are also 
provided. Not all health centers re- 
quire a refrigerated water cooler; 
when needed it may be located un- 
der the film dryer. 

The maternal and child health 
unit can be curtained off to provide 
an examination room for the pre- 
natal clinic. Two dressing booths 
allow one patient to disrobe while 
another is being examined. When 
the space is needed for a child 
health clinic and demonstration 
room the curtain can be drawn 
back or entirely removed. The baby 
dressing bins and other equipment 
are the same as those for the ma- 
ternal and child health clinie in 
os Type B-1 and B-2 health cen- 
ers. 


Consultation Room. The consultation 
room permits private consultation 
between doctor and patient. It also 
serves as an examination room for 
ee during the child health 
clinic. 


Utility Room. This is a general work- 
room for the nurses. Sufficient stor- 


=~ 


age space has been provided for 
sterile packs and other materials 
required in the clinic. The portable 
X-ray machine is stored in this 
room when not in use. 


publicly owned hospital. The next best 
is to locate it near a non-publicly-owned 
hospital organized to meet community 
needs. In this way the health depart- 
ment can utilize the hospital equipment 
and clinical staff, thus providing better 
service at lower cost. 
General plan. The layout of a center 
plan should provide for five main areas. 
(1) The main entrance, including the 
public waiting space, (2) the adminis- 
trative area, including offices for the 
health officer, sanitary engineers, and 
nurses, and the record space, (3) the 
clinic area, (4) the auditorium, and 
(5) the service area, including the 
heating plant, storage space, and main- 
tenance rooms. 

All of these areas except the service 
area should have direct access to the 


HEALTH CENTER DESIGN DATA 
3—MATERNAL & CHILD HEALTH CLINIC 


ee) 


i = N 
w 


SUB- WAITING 
ROOM 


FROM 
MAIN 


WAITING 
ROOM ¥ 


MATERNAL & CHILD HEALTH 
CLINIC— 
TYPE B HEALTH CENTERS 


EQUIPMENT LEGEND 


1. Work counter with cabinets below. 
2. Wall cabinet. 3. Sink with arm or 
knee control. 4. Sanitary waste recep- 
tacle. 5. Examination table. 6. Opera- 
tor’s stool. 7. Operator’s foot stool. 
8. Microscope. 9. Bunsen burner. 10. 
Gooseneck examination lamp. 11. In- 
strument sterilizer, 12. Built-in soiled 
linen hamper. 13. Educational display. 
14. Hook. strips. 15. Small desk. 
16. Built-in desk. 17. Bench. 18. 
Chair. 19. Adult scale with measuring 
rod. 20. Small children’s play table and 
chairs. 21, Pamphlet rack. 22. Infant 
scale. 23. Baby dressing bins. 24. 
Demonstration table. 25. Blackboard. 
26. Hot plate 


Requirements. Demonstration room; 
two or more examination rooms; 
consultation room; nurse’s room; 
toilet.* 


* See Bibliography, page 78, No. 15. 


Demonstration Room, This room is usea 
for the pre-natal and child health 
clinics. Here, during the pre-natal 
clinic sessions, a nurse weighs the 
patient, records her temperature, 
and makes other preliminary obser- 
vations before the woman sees the 
doctor. 

The nurse also instructs prospec- 
tive mothers in methods of feeding, 
dressing, and handling babies. A 
blackboard and a table on which 
can be placed samples of maternity 
supplies and baby equipment is 
needed. A work counter with a mi- 
croscope and Bunsen burner should 
be supplied for routine tests which 
are made before the patient leaves 
the clinic. 

For the child health clinic, bins 
are provided for undressing babies 
prior to weighing, measuring, and 
examination by the doctor. Pre- 
school children are weighed and 
measured on the adult scale. The 
partitions between the individual 
dressing bins can be removed to 
permit use of the counter for other 
purposes. Small chairs and a low 
table to hold washable toys are 
provided for pre-school children. 
Children may also play under su- 
pervision on the outdoor terrace 
adjacent to the demonstration room. 
The wall space above the dressing 
bins is used for display of educa- 
tional material. 


Examination Rooms. Two rooms are 
provided so that one patient can 
get ready while another is being 
examined. This saves as much as 
five minutes per patient. 

A counter containing a flat-rim- 
med sink with knee or elbow con- 
trol, an instrument sterilizer, and 
basins for green soap is provided in 
each examination room. Cabinets 
above and below the counter fur- 
nish storage space. A built-in soiled 
linen hamper is under the counter. 


Consultation Room. For private con- 
sultation between doctor and pa- 
tient. 


Nurse’s Room: Controls movement 
and flow of patients. 


Toilet. Used mainly for the purpose 
of taking urine specimens before 
physical examination. 
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main waiting room. A separate staff 
entrance to the administrative area is 
desirable but not essential. It is also 
advisable to have a separate outside 
entrance to the auditorium. 

The administrative area may be 
placed on the second floor of a two- 
story structure but it is always advis- 
able to have the main clinical area on 
the first floor. 

In planning, it should be borne in 

mind that programs and techniques 
change. Therefore, flexibility of in- 
terior arrangement should be consid- 
ered and sufficient ground space should 
be allowed for future expansion. 
Public waiting area. The waiting room 
should be attractive and well lighted, 
with sufficient floor space to allow ap- 
proximately 9 sq. ft. per person of the 
expected maximum patient load for a 
clinic session. Hither benches or chairs 
may be utilized for seating, but com- 
fort of visitors is a primary consid- 
eration. Public toilets, telephone booths, 
and drinking fountain should be located 
conveniently nearby. An information 
counter, immediately adjoining the 
record space, should be directly op- 
posite or near the main entrance. 

Racks and shelf space should be pro- 
vided for health educational pamphlets 
and other literature. Wall space should 
be available for display of educational 
posters and bulletins. Mural paintings 
may be advantageously employed. 

Sheltered perambulator parking space 
should be provided near the entrance. 
Auditorium. In order to permit simul- 
taneous use of the auditorium by sev- 
eral groups, folding partitions or 
screens should be provided to divide 
the floor area into smaller sections. 
Movable seats are preferable to fixed 
seating because they permit a variety 
of arrangement and allow greater flex- 
ibility in the use of space. 

A small speaker’s platform for use 
during medical society meetings, edu- 
cational lectures, and other gatherings 
is necessary. Provision should be made 
for a projection machine and screen, 
and for lightproof window shades. 

The auditorium should be connect- 
ed with the health center waiting room. 
A separate entrance from the outside 
is necessary, however, to allow audi- 
torium audiences to enter and leave 
without disrupting clinic sessions. 

Where site space is limited, the audi- 
torium may be placed in the basement. 
Administrative area. Offices of the health 
officer and assistant health officer 
should be accessible from the main 
waiting room through the secretary’s 
office. 

The record room contains records of 
clinic patients and vital statistics of 
the community. It should be conven- 
ient to the information counter in 
the main waiting room and adjacent 
to the nurses’ room. 

The nurses’ room is the office and 
work room of the field nurses. Here 
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the nurses make out their home nurs- 
ing records and prepare supplies. 

The offices of the sanitary engineer 
and sanitarians should be accessible 
from the waiting room and preferably 
close to the laboratory. In smaller 
health centers a single office may suf- 
fice for this group of personnel. Floor 
space should be adequate for the re- 
quired number of desks, a drafting 
table, and special files. 

The laboratory will be used chiefly 
for the examination of water and milk 
samples collected by the sanitary en- 
ginering personnel. In large centers it 
is desirable to have a staff conference 
room and library. 

Separate toilets should be provided 

for the administrative staff. 
Clinic area. In small health centers the 
clinic load may require only a few 
clinic rooms. Each of these should be 
planned with sufficient flexibility to ac- 
commodate several kinds of clinical 
services on different days. Certain 
types of services, however, should not 
be performed in rooms utilized for 
other services. The tuberculosis and 
venereal disease clinics, for example, 
may be conducted in the same room 
at different times, but it is not advis- 
able to have either of these services 
located in space utilized for a well- 
baby clinic. 

In large health centers the various 
clinical services may be accommodated 
in separate suites. Under such circum- 
stances each suite may be designed 
to permit the most efficient operation 
of the particular service. 

While a general waiting room may 
be used for the entire clinic area, in 
larger health centers small sub-wait- 
ing rooms for the various services 
should be provided, with a steering or 
control nurse’s station adjacent to them. 
The sub-waiting rooms may be used 
in common by two or more services, 
depending on the patient load and clin- 
ic schedules. The clinic schedules 
should be arranged so that neither 
tuberculous nor venereal disease pa- 
tients will occupy the same waiting 
space at the same time as other types 
of patients. 

Privacy is essential in proper man- 
agement of venereally infected individ- 
uals. Therefore, the venereal disease 
clinic should have a separate exit to 
permit patients to leave without going 
through the waiting room and lobby. 

A recovery room should be provided 
in large health centers. It should be 
situated sa as to be convenient to all 
clinical services. Venereal disease and 
dental clinics often have their own 
separate recovery rooms. 

If school children are to be given 
eye examinations, a refraction room 
will be needed. 

A pharmacy is often provided in 
larger health centers but is not always 
essential. It should be adjacent to the 
main waiting room. 


HEALTH CENTER DESIGN DATA 
4—VENEREAL DISEASE CLINIC 


BISMUTH 
INJECTIONS 


EXAMINAT'N 
€ TREATM'T 
FROM 
MAIN 
WAITING 
ROOM 


Note: All room detail drawings in these 
[ime-Saver Standards are reproduced at the 
scale of % in. equals 1 ft. 


Requirements. Bismuth injection room 
with two dressing booths; booths 
for arsenical injections; two exam- 
ination and treatment rooms; space 
for microscope work and simple 
laboratory procedures; consultation 
room; nurse’s room. 


Bismuth Injection Room, An examina- 
tion table is required because bis- 
muth injections are usually given 
with the patient in a prone position. 
The two dressing booths facilitate 
the rapid handling of patients and 
provide necessary privacy. 


Arsenical Injection Booths: The bismuth 
and arsenical injection unit should 
be located near an exit so that pa- 
tients may leave the premises after 
treatment without returning to the 
main waiting room. Since the pa- 
tient does not usually have to dis- 
robe to receive an arsenical injec- 
tion, this form of treatment re- 
quires little time per patient. Two 
or more booths enable the clinician 
to move from one patient to an- 
other without loss of time. The 
work counter should have a flat- 
rimmed sink with knee or elbow 
control, and an instrument ster- 
ilizer. Cabinets below the counter 
provide storage space and room for 
a built-in soiled linen hamper. 


Movable partitions are desirable 
throughout the clinic areas because 
they permit flexibility of room arrange- 
ment as required by changes in tech- 
niques and procedures. 


VENEREAL DISEASE 
CLINIC— 
TYPE C HEALTH CENTER 


EQUIPMENT LEGEND 


Work counter with 
cabinets below 
Wall cabinet 
Sink with arm or 
knee control 
Sanitary waste 
receptacle 
Examination table 
Operator’s stool 
Operator’s foot 
stool 
Instrument table 
Work counter, open 
below 
Gooseneck examina- 
tion light 
Instrument sterilizer 
Built-in soiled linen 
hamper 
. Wall-hung instru- 
ment sterilizer 

14. Hook strips 
15. Small desk 
16. Built-in desk 
17. Bench 18. Chair 
19. Microscope 

(dark field) 
20. Microscope 

(ordinary) 
21. Educational wall display 
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Examination and Treatment Rooms. For 
physical examinations, obtaining 
smears, and gonorrhea treatment. 
Two rooms are required so that one 
patient can disrobe while another 
is being examined or treated. 

Space should be provided near this 
unit for microscope work and sim- 
ple laboratory procedures. Much 
time will be saved if such work is 
done in the unit itself rather than 
in the main laboratory. 


Consultation Room. For consultation 
between patient and doctor. 


Nurse’s Room. For control of patient 
traffic. The room should be adjacent 
to the sub-waiting room. 


(An important aspect of venereal 
disease control is the following up 
of persons who have had sexual 
contact with infected individuals. 
In order to learn the identity of 
such contacts, new patients are in- 
terviewed by a nurse or trained in- 
vestigator. A room with maximum 
privacy should be available for such 
interviews. When a separate room 
in the venereal disease clinic is not 
provided for this purpose, an office 
in an adjoining clinic which is not 
in session may be used.) 


Economy of space may be achieved if 
much of the equipment usually scat- 
tered about the clinic is methodically 
arranged on continuous work counters. 
Service area. The heating, storage, and 
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HEALTH CENTER DESIGN DATA 
5—TUBERCULOSIS AND X-RAY CLINIC 


TUBERCULOSIS AND X-RAY 
CLINIC— 
TYPE C HEALTH CENTER 


EQUIPMENT LEGEND 


. Work counter with 
cabinets below 
Built-in soiled linen 
hamper 

. Sink with arm or 
knee control 

. Sanitary waste 
receptacle 

. Pneumothorax table 

. Operator’s stool 

. Operator’s foot stool 

. Instrument table 

. Two-basin solution 
stand 

. Gooseneck examination light 
Instrument sterilizer 
Educational wall display 
Mirror 14. Hook. strip 

. Small desk 16. Built-in desk 

. Bench 

. Chair 

. Adult scale 
Pneumothorax 
apparatus with stand 

. Vertical fluoroscope 

. View box 

. Orthostereoscope 

. Cassette box 

. Control panel 

. Photo-roentgen unit 

. Tube stand 

. Transformer 29, Tube 


Requirements. Fluoroscopy and pneu- 
mothorax room; X-ray room and 
dark room; consultation room; 
nurse's room. 


Fluoroscopy and Pneumothorax Room. 
A fluoroscope is of great value in a 
tuberculosis clinic. It gives the clin- 
ician a quick method of checking 
the progress of pulmonary lesions. 
It obviates the routine use of an 
X-ray film, thus saving both time 
and money. The room is also used 
for pneumothorax refill, the process 
of introducing air into the space 
between the chest wall and the lung 
of the patient in order to place the 
lung at rest and give lesions a 
chance to heal. The fluoroscope is 
usually used in connection with the 
pneumothorax process, so it is ad- 
visable to have both types of equip- 
ment in the same place. Lightproof 
shades are required for the fluoro- 
scopic work. 

A counter containing a_flat-rim- 
med sink with knee or elbow con- 
trol, an instrument sterilizer, and 
space beneath for storage and 
built-in soiled linen hamper are 
needed in this room. A curtained 
dressing booth with hook strip and 
mirror should be provided. 


X-ray Room and Dark Room. The X-ray 
room contains a _ photo-roentgen 
unit, high-voltage transformer, side 
rail, tube stand, and shockproof 
X-ray tube. A cassette holder is not 
included. Instead of a cassette hold- 
er a clip arrangement on the front 


. Cassette pass box 

. Service cabinet 
Loading bench 
Film storage bin below 


FLUOROSCOPY 


DNEUMOTHORAX 
REFILL 


| 


SUB-WAITING 
ROOM 


FROM 
MAIN 
WAITING 
ROOM 


34. Developing tank 
35. Wall-hung film 
drier, water cooler 


of the photo-roentgen unit can be 
made which will take a 14”x17” 
cassette. This saves the cost of a 
cassette holder. 

The photo-roentgen unit is se- 
lected for this type of center be- 
cause it offers an effective and eco- 
nomical means of discovering chest 
pathology. With this unit, large 
groups of people can be examined 
at minimum cost with a high de- 
gree of accuracy. Either flat films 
or stereoscopic films can be used. 
The 200-milliampere X-ray unit with 
a stationary anode tube is adequate 
for making good small films. 

The dark room contains all the 
modern accessories needed for effi- 
cient work. Developing solutions 
are kept at proper temperatures by 
circulating water, the temperature 
of which is controlled by a mixing 
valve when the tap water tempera- 
ture is below 65°F. and by a re- 
frigerated water cooler when the 
water temperature is above 65°F. 
Developing tanks are on one side 
of the room and the loading bench 
with a film drier and film storage 
on the other. This divides the dark 
room into a wet and a dry side—a 
desirable arrangement. A cassette 
pass box is indicated in the plan 
but is not necessary unless the per- 
sonnel is to include a dark room 
technician. 


Consultation Room and Nurse’s Room. 
(See Venereal Disease Clinic—Type 
C health center, page 76.) 
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maintenance rooms of the service area 
are usually in the basement, which 
may not extend under the entire build- 
ing. A record storage room should be 
provided apart from the general stor- 
age room. 


Structure. Modular unit planning and 
continuous fenestration, highly desir- 
able for proper lighting, will permit 
both flexibility in original planning 
and future rearrangement of interior 
space. A module of 4 ft. will be adapt- 
able to standard wallboard dimensions. 

Small health centers need not be 
fireproof, and can therefore be of wood 
frame construction. The wood frame 
of the structure can also be the window 
mullion, thus permitting continuous 
fenestration and ventilation. Brick ve- 
neer, Masonry, or reinforced concrete 
may also be used. But regardless of 
the material used it is well to adhere 
to the modular scheme of planning. 

At the present time consideration 
must be given to the availability of 
materials and to the amount of labor 
required in the use of various mate- 
rials. The health centers here shown 
are well adapted to the use of prefabri- 
cated wood panels. 

Windows in the clinic area should be 
glazed with translucent glass which 
will diffuse the light evenly through 
the room and yet afford privacy. 

Wherever possible, interior corridor 
partitions should be glazed above eye 
level to provide borrowed light. 
Utilities. With flexibility of plan it is 
necessary to have flexibility of utilities. 

Piping should be grouped, preferably 
along an outside wall, so that it can 
be reached readily if changes in plumb- 
ing fixtures become necessary. 

A sufficient number of electrical out- 
lets should be provided in examining 
and treatment rooms to serve all neces- 
sary examining lights and equipment. 

Radiators and ceiling electrical fix- 
tures should be arranged so as not to 
interfere with partition changes. 
Finishes. In general, interior surfaces 
should be durable and non-absorbent. 
Walls may be of smooth plaster fin- 
ished with lead and oil paint in light, 
pleasing colors. Wooden surfaces may 
be given a natural finish. Where walls 
are subject to heavy wear or contact 
with people a more durable wainscoat 
may be necessary. 

Floors may be linoleum, composition, 
cork, asphalt tile, or cement. 

Movable partitions may be of plywood 
or steel, when the latter is obtainable. 

Ceilings should preferably be acous- 
tically treated in waiting rooms, audi- 
torium, corridors, and maternal and 
child health clinics. 

Doors should be flush panel. 

Interior trim around doors and win- 
dows should be eliminated insofar as 
possible, using integral buck and trim 
flush with plaster. There should be 
no projecting mouldings to collect dust. 
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TIME-SAVER HEALTH CENTER DESIGN DATA 
STANDARDS 6 — LABORATORY AND NURSES’ ROOMS 


JULY, 1942 


LABORATORY— 
TYPE B HEALTH CENTERS 
EQUIPMENT LEGEND 


1. Acid-resisting work counter with 
cabinets below. 2, Wall cabinet, 3. 
Acid-resisting laboratory sink and 
drainboard. 4. Utility outlets, gas, air, 
electricity. 5. Acid-resisting shelf. 6. 
Centrifuge. 7. Stool. 8. Microscope. 
9. Hot plate. 10. Bunsen burner. 11. 
Burette stand. 12. Scales. 13. Incubator. 
14. Refrigerator. 15. Hot air sterilizer. 
16. Autoclave. 17. Desk. 18. Chair. 
19. File cabinet. 


NURSES’ ROOMS— 
TYPE B HEALTH CENTERS 


EQUIPMENT LEGEND 


1. Work counter with cabinets below. 
2. Sink with arm or knee control. 
3. Small desk. 4. Chair. 5. Lockers. 
6. File cabinet. 7. Bulletin board. 


Requirements. A large room in which 
the nurses can work on their home 
visit case records and reports, and 
repare their nursing supplies and 
its; a private office for the chief 
nurse. 
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Requirements. The work to be done 
by the health center laboratory will 
vary with the size of the com- 
munity, and with the availability 
of other laboratories in the area. It 
will also depend on whether the 
health center is to serve a city, 
county, or district consisting of sev- 
eral counties. The function of the 
laboratory is to aid the clinician, 
the epidemiologist, the nurse, the 
milk sanitarian, or the sanitary en- 
gineer by the examination of sub- 
mitted specimens. 

Experience indicates that a lab- 
oratory will be called upon to make 
approximately 6,000 examinations a 
year in a city of 100,000. The scope 
of activities will vary in different 
regions, but under ordinary circum- 
stance the laboratory should be pre- 
pared for the following work: 

1. Bacteriological examination of 
specimens for the diagnosis. of 
diphtheria, tuberculosis, typhoid 
fever, gonorrhea, syphilis, strepto- 
coccic infections, and pneumonia. 

2. Microscopic examinations 
(either dark field or stained prepara- 
tions) for treponema pallidum, the 
plasmodium of malaria, etc. 

3. Bacteriological and chemical 
examination of water from public 
and private sources, including 
swimming places, and of sewage 
or industrial wastes. Small labora- 
tories may find it necessary to rely 
on the State health department lab- 
oratory for chemical analysis. 

4. Physical, bacteriological, and 
chemical analysis of milk and 
frozen desserts. 

5. Bacteriological and chemical 
analysis of food and drugs, and ex- 
amination of eating and drinking 
utensils for contamination. 


The extent to which biological 
products are distributed depends 
upon the policy of the State in sup- 
plying them to local communities. 
Insofar as practicable the labora- 
tory should keep in stock fresh sup- 
plies of the following biological 
products to be made freely avail- 
able to physicians and to be dis- 
tributed by the division of com- 
municable disease control: 


Diphtheria antitoxin and toxoid 
Standardized toxin for Schick 
testing 

Typhoid and smallpox vaccines 

Tetanus antitoxin 

Anti-meningococcus serum 

Anti-pneumococcus serum 

Tuberculin 

Silver nitrate solution for pre- 
vention of ophthalmia neonatorum 
and drugs for treatment of the vene- 
real diseases. 


If facilities for carrying out por- 
tions of the above work are avail- 
able at nearby hospitals, or if well- 
equipped laboratories for examina- 
tion of water and sewage are main- 
tained at water or sewage treat- 
ment plants in the vicinity, it will be 
possible to reduce facilities needed 
at the health center accordingly. 

It will also be necessary to main- 
tain complete records of all speci- 
mens examined. Laboratories should 
be large enough to permit conduct- 
ing of special studies when needed. 

In the larger cities two-room lab- 
oratories are to be preferred. It may 
be possible in some instances to 
place sterilizers or autoclaves out- 
side, but adjacent to, the main 
workroom. This will assist in main- 
taining comfortable working condi- 
tions in the laboratory. 


NURSES ROOM 


The nurses’ room should have a 
small desk and chair for each nurse, 
if possible. Each nurse should have 
a locker for her kit, coat, and other 
personal belongings. 

A work counter and sink should 
be provided for the nurses to pre- 
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pare their nursing supplies. Ample 
cabinet space under the work coun- 
ter is necessary for the storage of 
nursing and stationery supplies. 

A large bulletin board should be 
situated where it can be seen easily 
on entering or leaving the room. 
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REQUIRED READING 


By ELISABETH COIT, AIA 


AMERICAN BRIDGES AND DAMS. By 
Paul Zucker. New York, Greystona 
Press, 1941. 16 plus 48 pp., 834 by 
11 2 in., photos. $1.75 

WITHIN a short time we have had 

four notable contributions to the lit- 

erature of American bridges: New 

York Triborough Bridge Authority's 

fifth anniversary brochure (ARCHITEC- 

TURAL RECORD, Sept., 1941, p. 28) 

showing five bridges in that metropoli- 

tan area, Congdon’s “Covered Bridge” 
limited to Vermont (ARCHITECTURAL 

RECORD, Dec., 1941, p. 30), “Bridges 

and Their Builders” by Steinman and 

Watson (ARCHITECTURAL RECORD, 

March, 1942, p. 26) and the present 

work in the Greystone Panorama series. 

None of these is technical: yet 
each tells much about typical en- 
gineering problems and their solu- 
tions as well as about the social value 
of the different structures, and especial- 
ly this slender picture book, wider in 
scope than the others. 

A short introduction and 48 half- 
tones with informing captions de- 
scribe natural and man-made bridges 
and dams from the Pacific to the Axis. 
The superlatives which decided the 
selection compel attention. This 
bridge is “the longest on earth,” that 
“the largest floating structure in the 
world,” another is the “tallest and 
longest single-span suspension bridge,” 
Boulder Dam “the most impressive 
. . . by day or night,” Grand Coulee 
“the world’s biggest man-made struc- 
ture,” and so on, each superlative jus- 
tified by statement of figures and 
achievements of the structures. 


FAIR IS OUR LAND. Edited by Samuel 
Chamberlain, New York, Hastings 
House, 1942. 252 pp., 7 by 9⁄4 in., 
illus, $5.00 

Tuis American sequel to “France Will 

Live Again” (ARCHITECTURAL REC- 

ORD, Feb., 1941, p. 24) and “This 

Realm, This England” (ARcHITEC- 

TURAL RECORD, July, 1941, p. 30) 

presents over 300 photographs as well 

as 40 etchings and more than a score 
of drypoints, lithographs, wood cuts, 
engravings and aquatints. Many of 
the views are by well-known photog- 
raphers, (Frances Benjamin Johnston, 

Ewing Galloway, among others, be- 

sides Mr. Chamberlain’s own work). 

The grouping is by subject: The Great 

West, The Sea Coasts, Inland Waters, 

The Countryside . . . . showing these 
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now as scenery, now as background 
for out-of-door industry: fishing, 
shipping, agriculture and stock farm- 
ing. The section called “Our Archi- 
tectural Heritage” contains source ma- 
terial from New England to Califor- 
nia; the whole forms a heartening and 
delightful "Portrait of America.” 


NEW YORK CITY BUILDING CON- 
TROL: 1800-1941, By John P. Comer. 
New York, Columbia University Press, 
1942, 289 pp., 6 by 9 in., $3.25 

A THOROUGHLY documented history 

and critique of the administration ox 

New York City’s building regulations 

during a century and a halt, written by 

the professor of political science at 

Williams College. 

The purpose of building laws is to 
“specify how buildings ot various oc- 
cupancies shall be constructed and ar- 
ranged to secure at least a reasonable 
measure of safety with respect to sta- 
bility, fire prevention, exit facilities, 
habitability and sanitation.” The mode 
of application of those laws and the 
complicated legal machinery set up for 
that application are vividly presented, 
with the chapters on the “Battle of the 
Boroughs against Mounting Central 
Control” and the "Organization and 
General Powers of the Building 
Agencies, 1933-36" charged with more 
drama to the square inch than any of 
the others. ‘Throughout a kind of 
piquancy pervades this serious, detailed 
work: it seems to result from the men- 
tal footnotes—critical, explanatory and 
sometimes good material for libel— 
provoked in the reader by the masterly 
dry restraint of the narrative. 

Case histories of buildings, and 
transcripts from hearings illustrate 
the struggle to develop and to clarify 
the administration of the building 
laws, a struggle in which the plain, 
practical citizen and the technician have 
played their part as well as the re- 
former and the obstructionist. 

A table of cases and a 10-page in- 
dex complete the book. 


OBSERVATIONS ON THE HEPHAIS- 
TEION. By William Bell Dinsmoor. 
Princeton, N. J., American School of 
Classical Studies at Athens, 1941. 171 
pp., 834 by 11 in., 77 illus, $5.00. 
(Hesperia. American Excavations in 
the Athenian Agora: Supplement V) 


A REPORT by the professor of archae- 
ology at Columbia University on his 
study of the temple long known pop- 


ularly as the Theseum, but, as a re- 
sult of the recent excavations of the 
American School, now definitely iden- 
tified with Hephaistos, the god of 
fire and metallurgy. 

To most architects perhaps the 
method of reconstructing the 24 cen- 
turies of the structure’s varied life will 
be of greater interest than the value, 
archaeologically speaking, of the con- 
clusions; and not a few may be dis- 
couraged by the long chapter near the 
beginning on the graves of 19th-cen- 
tury British travelers “who by a cruel 
fate expired so far from their native 
land.” But architect and layman who 
persist in the stiffish reading involved 
will have got not only a good grasp 
of the building as architecture but also 
a rich idea of the life and times of 
the people whose monument this is: 
the materials and the structural 
processes they knew, their waterproof- 
ing with lead and cement, their color- 
work, tool marks, and a thousand so- 
cial details meticulously described from 
pottery fragments: human figures, ani- 
mals, plants, costumes, lamps, chiton, 
corselet, spear, chariot, flutes, horn, 
purple hair. 


RECOMMENDATIONS OF THE NA- 
TIONAL COMMITTEE ON THE 
HOUSING EMERGENCY. New York, 
The Committee, 1942. 30 pp., 82 by 
11 in., $0.10 

CONCISE, comprehensive statement of 
questions of war and post-war plan- 
ning for workers’ housing: types of 
housing, standards, design, manage- 
ment, where housing should be built 
and by whom, how public and private 
activity might be correlated. 

Like all others concerned with the 
complexities of present-day housing 
the Committee recognizes that state au- 
thorities ought to be responsible for 
housing in states having no adequate 
provision therefor, and that much 
housing intended as temporary or de- 
mountable will be with us after the 
immediate urgency, creating a new 
housing problem. 


YOU CAN’T IGNORE MURDER. By 
Ruth and Walter Teague. New York, 
Putnam, 1942. 270 pp., 6% by 72 
in., $2.00 

CONVENTIONAL as mystery setting and 

action: A country house with guests, 

servants, and neighbors who, almost 


without exception, roam around the 
(continued on page 84) 


ARCHITECTURAL RECORD 


A, THE DEMAND INCREASES 
for faster and faster war pro- 
duction—so the need for dry 
developed printmaking be- 
comes more and more impor- 
tant. Because dry developed 
printmaking is versatile .. . 
and you are able to quickly 
make prints of engineering 
drawings, charts, graphs, 
letters and maps. 


Dry developed prints are made by the Ozalid Process—the 
direct method of turning out dry, positive-type whiteprints 
merely by feeding Ozalid sensitized material along with an 
original drawing into an Ozalid whiteprint machine. In two 
quick steps—exposure and dry development—the prints are 
finished! 


Here’s how versatile the process is: With standard Ozalid 
materials you get prints having blue, black or maroon lines on 
a white background, enabling you to assign different color line 
prints to various departments. Transparent papers, cloth and s 
foils produce intermediate originals which are made just as 
whiteprints, without additional equipment. All sensitized mate- e 
rial comes in either cut sheets or roll stock. AA 


Whiteprints are made with amazing speed — as fast as 20 feet 

per minute in the largest Ozalid machine. Speeds of other 

models are geared to suit medium and small reproduction i 
needs. If you are not already using the Ozalid Process, write f 
today for literature describing the many advantages of dry ; 
developed printmaking. 7 
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4 
For 51 years ARCHITECTURAL RECORD has rigor- 
ously held to a straight line approach to active 
architect-engineers in terms of their current and 
coming problems. Today that gives you a publi- 
cation at its fighting best for this war market... 
and the horizons ahead. 


WE THINK the only reason active 
architects and engineers have been 
reading the RECORD all these years 
is for what they get out of it. In 
other words .. . pertinent, practical, 
working data on their current and 
coming problems. 


Today, with war smeared all over the 
map, what is more essential? 


Any issue of the RECORD will 
stand your sharpest scrutiny from 
the standpoint of service to the war 
effort. Even more significantly, go 
back two years, three years or more 
and you will find articles like “What 
Does Military Design Offer the Ar- 
chitecture of Peace” and numerous 
others, putting the RECORD square- 
ly “on the beam” for what was to 
come. 


Every step of the way, we have been 
thinking in terms of preparing our 
readers to cope with the problems 
that lie ahead. Every step of the 


way, we have emphasized the kinds 
of work that were currently active 
or in prospect. Every step of the 
way, we have had that stubborn “one 
track” mind of ours to steer us clear 
of boondoggling or blind alleys. 


No need today for us to change 
horses in midstream. No need, in fact, 
to slow down for any change. All 
we have to do is keep on doing what 
we have been doing . . . but more, 
more, MORE .. . intensifying and 
speeding up our job as we go along. 
We're moving just as fast as the most 
substantial resources in the building 
field (yes, F. W. Dodge) will permit. 
If you want to ride along with us 

. if you want to intensify your 
service and selling to active archi- 
tect-engineers ... the RECORD is 
ready to help you do a job you'll be 
proud of, and a job Washington will 
applaud ... at this time when these 
hard-pressed creators of building 
need you so badly. 


oud of it 


WAR BUILDING STRONG 


$445,849,000 


$403,766,000 
Total Building Contracts Awarded-37 States 


It’s Uncle Sam’s Market! 


Almost 90% of current construc- 
tion volume originating in the 
war program is being executed 
under direct or indirect govern- 
ment control. This is the active, 
unrestricted market for your 
product. Do you know which gov- 
ernment agencies and depart- 
ments, and what men are re- 
sponsible for designing, specify- 
ing and buying wartime building? 
The RECORD knows... be- 
cause the RECORD is reaching 
all these men. Ask your REC- 
ORD representative to show you 
our new report on “Who’s Who” 
in Uncle Sam’s building market. 


——_ 


Architectural Recor Cl... F.W. DODGE CORPORATION, PUBLISHERS, 119 W. 40th ST., NEW YORK 


FOR BETTER BUILDING: 


NEWS OF MATERIALS, 
EQUIPMENT AND METHODS 


FIGURE 1 


REINFORCED WINDOW PANE 


A NEW TYPE window pane which, it is 
stated, will withstand the explosion of 
a 150-lb. bomb eight ft. away, has 
been developed for use in military con- 
struction and industrial plants. The 
material consists of two sheets of a 
transparent plastic sandwiching 16- 
mesh wire screening, and can be in- 
stalled in any conventional multi- 
paned steel or wood sash. Tested un- 
der vacuum shock conditions, it has 
stood up without appreciable damage 
under a 28-in. vacuum, while clear 
glass shattered at 15 in. and heavy 
wire-reinforced glass at 26 in. At the 
Navy's Bureau of Yards & Docks a 
quarter-pound ball dropped from a 
height of 20 in. smashed ordinary 
glass while it required a 2-Ib. ball from 
a height of 42 in. to penetrate the re- 
inforced plastic. The missile left a 
clean-cut hole which could be repaired 
with cellulose tape. Sheets of the lam- 
inated plastic can be drawn or formed 
to almost any shape, but panels of 
eight standard sizes are recommended, 
from 91/4 in. sq. to 1914 by 241⁄ in. 
Monsanto Chemical Company, Spring- 
field, Mass. (Figure 1.) 


WOOD WATER TOWERS 


DESIGNS for wood towers for water 
tanks from 2,000 to 50,000 gals. ca- 
pacity are now available on request. 
Also in preparation is a design for 
a 100-ft. tower to carry a 100,000- 
gallon wood tank. Timber Engineer- 
ing Company, Washington, D. C. 
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SINK-CABINET 


A SINK-CABINET combination is of- 
fered, involving mostly unrestricted 
materials. High-fired vitreous china 
is used for the sink bowl, which is 
built in to a matched and bolted hard 
maple top impregnated with a special 
moisture-controlling agent. The bowl 
is said to be stain- and acid-proof, and 
heavy enough to resist all reasonable 
shock. An ingenious means of top 
suspension provides a watertight bond 
between maple and china bowl. The 
base cabinet is of kiln-dried hardwood. 
42 in., 54 in., 60 in., 72 in. long. 
Mutschler Brothers Company, Nappa- 


' nee, Indiana. (Figure 2.) 


FIGURE 2 


DURABLE WATER PAINT 


A WATER PAINT said to obtain in 30 
days an extreme degree of hardness 
has been announced. The manufac- 
turer also says it meets washability 
requirements for interior resin paint 
as set forth in Federal Specification 
TT-P-88. This paint can be applied 
over wallpaper or other surfaces. Low 
in cost, quick drying and free from 
offensive odor, it comes in 12 pastel 
colors. Westco Waterpaints Inc., East 
Boston, Mass. 


NEW DUCTWORK 
SAVES METAL 


FOLLOWING a long testing period, a 
new ductwork using 20 per cent of 
the material usually required in ducts 
for forced air furnaces is now in 
production. The sheets are shipped 
flat and require minimum storage 
space. They are said to have high 
tensile strength, to be completely fire- 
proof and thus suitable even for ple- 
num chambers, to possess a high in- 
sulating quality which conserves fuel, 


and a low resistance to the flow of 
air, and to be strong and impervious 
to moisture. The ducts can be put 
together with airtight connections by 
sheet-metal workers. Another advan- 
tage stressed is lack of expansion and 
contraction noises. Airtemp Division, 
Chrysler Corporation, Dayton, Ohio. 


FIBERBOARD SHOWER 
COMPARTMENT 


OUTSTANDING features of a new pre- 
fabricated shower compartment are: 
hard-pressed treated fiberboard walls 
coated inside and out with waterproof 
baked-on grey enamel; all assembly 
pieces galvanized steel; no raw edges; 
precast reinforced concrete receptor. 
32 by 32 in. by 75 in. high. Fiat 
Metal Mfg. Co., 1209 Roscoe St., 
Chicago, Ill. 


PLASTIC-COATED 
WALL PANELS 


PLASTIC-COATED wall panels which 
are completely pre-finished and re- 
quire no treatment after installation 
are offered to speed up emergency 
housing construction and remodeling. 
Designed for new structures or mod- 
ernizing of old walls and ceilings, the 
sheets are applied by a waterproof 
adhesive or with brads. 10 colors, 
bonded to sheets by heat treatment. 
For installation by carpenter. Recom- 
mended for bathrooms and kitchens, 
playrooms, nurseries, closets, small 
shops, hospitals, etc. Barclay Manu- 


facturing Company, 385 Gerard Ave., 
New York City. (Figure 3.) 


(continued on page 88) 


FIGURE 3 
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REQUIRED READING 


(continued from page 80) 


house and grounds at night. Rather 
according to pattern also the sugges- 
tion that the plot was thought up too 
close to the dénouement. But unusual, 
exciting and even convincing, that par- 
ticular house near Flemington in fa- 
mous Hunterdon County, N. J. De- 
lightful far beyond most mysteries the 
characters and conversation of three 
top-ranking architects, Finnish, Swed- 
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Ts FREE REFERENCE BOOK shows 

in detail how designers are taking full 
advantage of the TECO System of Con- 
struction by using timber as a modern 
engineering material. Available to any 
architect or engineer who has not already 
received a copy. Please write on your 
firm letterhead. 


ish, Italian, and their respective wives 
—dignified, likable, intelligent all— 
and their equally top-ranking Ameri- 
can industrial designer host and his 
novelist wife who tells the tale. 
"Whatever you like about the char- 
acters has been derived from friends 
of ours,’ we are told; and whether 
or not we achieve inclusion in later 
mysteries by these partners, we declare 


AUN ULLAL 


A BIG HELP 


TO ARCHITECTS 
AND ENGINEERS 


TECO Ring Connectors 
spread the load on 
a timber joint over 
practically the entire 
cross-section of the 
wood. 


ENGINEERING COMP 


WASHINGTON, D. C. 
PORTLAND, OREGON 


ourselves their friends, ready after 
studying Design This Day for any 
improvisation called for through a 
summer night in such good company. 


PERIODICAL LITERATURE 


DAS WERK. Zurich, Switzerland, Feb.- 


March, 1942. V.29, NOS. 1-2 /40 
plus XLVIII pp. 
A DOUBLE NUMBER of the BSA 


monthly (Bundes Schweizer Archi- 
tekten . . .), devoted mainly to the 
recently erected buildings at the Uni- 
versity of Freibourg, and containing 
three papers by Mr. Honegger of the 
firm Fernand Dumas and Denis Hon- 
egger, architects to the University, 
an essay on the place of these build- 
ings in the architectural scene by the 
editor of Das Werk, Peter Meyer, and 
a masterly essay on “Idee und Form” 
by Werner Taesler of Stockholm—so 
far the last word on the question of 
the monumental versus the functional 
in architectural design. 

The non-Swiss world is sometimes 
astonished by the situation in that 
small confederation of 
international 
universities at Zurich; by the quiet 


one of the 


world’s great research 
modern-ness of student life in many 
respects far beyond anything from 
United States. In 


this number of Das Werk again one 


Moscow to these 
finds unexpectedly and delightedly in 
some three score photographs, sketches 
and plans, a background for study and 
research equally quiet but literally 
spectacular beyond what most of us 
know: sunlit interiors, free-standing 
stairs, open-air auditorium, physical 
culture suites, a tapestry-lined senate 
chamber of ultra-modern simplicity. 
The situation often 
either delays or entirely prevents our 


international 


seeing Das Werk, one of Europe's 
outstanding architectural publications. 
This stimulating number is therefore 
the more refreshing and consoling. 


THE NEW HISTORY OF ARCHITEC- 
TURE. By Carroll L. V. Meeks. Journal 
of the American Society of Architec- 
tural Historians, Troy, N. Y., V.2, No. 
1, Jan., 1942 (rec’d. June 15, 1942), 
pp. 3-7 


A BLITZ-SWIFT résumé, 4 propos of 


(continued on page 86) 
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An Architect Discusses the 


reliable efficiency of 


OIL BURNING SYSTEMS 


J. Hunter Field, of Cross & Cross, prominent New York Architects, has 
selected Petro equipment for most of his buildings, among which are the 
Nassau Hospital in Mineola, Long Island, where the central heating plant 
serves the 250-bed hospital, the laundry, the nurses’ home and seven other 
buildings; also the Harlem Savings Bank at 181st Street and Broadway, New 
York, consisting of the bank facilities, shops and a large restaurant. Mr. 
Field makes these comments about oil heating systems: 


“Based on my experience, I have found that Petro Oil Burning Systems have 
operated over many years with the highest efficiency and satisfaction to own- 
ers, occupants, engineers and architects. This kind of service is essential in 
hospitals and institutions where the health of the occupants demands a reli- 
able and properly controlled system of heating. 


“For the duration, Petro equipment will be put to its most rigid test in the 
constant 24-hour heating service required in war industry. In my opinion 
Petro will meet this test one hundred per cent.” 


Petro Oil Burning Systems 


are available only—‘for duration”, on 
orders carrying high preference ratings. 
BUT— 

Petro service, parts for necessary mainte- 
nance, and engineering consultation and 
services, are still fully available. 


AND— 

hundreds of Petro Oil Burning Systems 
are meeting unprecedented steam demands 
in war production plants everywhere; 


—24 hour operation, far above normal 
ratings, day after day, week after week; 


—a “break down” test on a gigantic scale 
which Petro equipment is meeting efficiently, 
economically, reliably, and without break- 
ing down because ample reserve strength 
and wear has always been built into Petro. 


In addition to being proud of such perform- 
ance, we think it is a good thing for speci- 
fiers to remember against the time when 
conditions again permit the free selection 
and installation of normal industrial and 
commercial firing equipment. 


OIL IS AMMUNITION 
USE IT WISELY 


Full data on Petro Industrial Burners are in our Catalog 
in Sweet’s Catalog file—or we will gladly send copies on 
request. 


ae) 


Cuts Steam Costs 


PETROLEUM HEAT AND POWER COMPANY 
CONNECTICUT 


—Makers of good Oil Burning Equipment since 1903— 


STAMFORD 
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(continued from page 84) 


new teaching techniques for architec- 
tural history, from pre-lake dweller 
times to “the future of our kind of 
civilized society,” with consideration 
of the ever-increasing rôle of the en- 
gineer—as distinguished from that of 
the architect which formerly embraced 
it—and of the troubles of the archae- 
ologist-architect who “can’t design a 
Cape Cod hangar.” ‘The architect's 
proper and venerable rôle is that of 
planner, of being able to plan better 
than anyone else any building or any 


areas of the earth’s surface as needed 
by his contemporaries.” 


WARTIME PERMANENT HOUSING IN 
SHROPSHIRE. By J. Brian Cooper, 
F.R.1.B.A. The Architect and Building 
News. London, April 17, 1942, pp. 
41-6. Plans, photos, details 

THOUGH emergency housing has neces- 

sitated some temporary dormitory bar- 

racks, good housing planned for 
permanency is illustrated in the devel- 
opment at Salop for 850 families, with 
possibility of another 200 units later. 


UNA 


transmission. 


Call System. 


r 


str onger recovery. 


The 


Offices in All Principal Cities 


re S. Naval Medical 


Center 
Babeli, Md. 
Archite 
Panl Phillippe Cret, 
Philadelphia 
General Contractor, 
John MeShain 
Electrical Contractor, 
Harry Alexander, 
Washington, D. C. 

pT Peete, Harris & Ewing 
Signals, } Holtzer-Cabot 
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HEALTH yor 
MEN « WAR 


The Navy's huge new Medical Center, monumental in appearance with 
its 22 story tower yet covering some 247 acres and housing more than 
1500 patients, is a “bee hive” of activity Its structure and equipment are 
the last word in scientific achievement. 


The selection of Holtzer-Cabot Hospital Signaling Systems speed the 
efficiency of administration that our "Men-of-War” may have the best in 
hospital service and attention. 


As in thousands of American Institutions they provide quick contact 
with patients, nurses and doctors. A fire alarm system protects life and 
property. Silent Visual Paging facilitates staff operations. A Sound 
System provides for radio program, recording and public address 


Patients are more comfortable with less effort. They know the peace of 
mind that comes from constant contact through a dependable Nurse's 


Such time saving features quicken the pace of administration; lessen the 
work and steps of busy doctors and nurses; help patients to a speedier, 


ri Sat 


4 


125 Amory STREET 
Boston, MASSACHUSETTS 


Eight families to an acre; all of the 
houses of two stories; a small li- 
censed hotel; shops; village hall with 
canteen, clubrooms, library; children’s 
playgrounds; garden allotments; ten- 
nis courts; bowling green. A junior 
school, a nursery school with adjoin- 
ing children’s clinic, a senior school on 
the other side of the town estate; 
doctor's house with dispensary, wait- 
ing room, surgery; garages in groups 
to be let separately. Ten types of 
houses, some flat roofs, some sloping, 
on pleasantly curving streets well dis- 
posed with regard to community fa- 
cilities. 


A SURVEY OF HOSPITALS, By Addison 
Erdman, AlA, The Octagon, Washing- 
ton, D. C. May, 1942, 20 pp., 82 by 
UI ins 

AN INFORMING report of two years’ 

study of over 80 hospitals in 17 states 

under an AIA Langley Scholarship. 
The 1938-40 report is concerned 
with physical features of hospitals, e.g., 
ward and maternity units, operating 
rooms, private rooms, services for 
communicable diseases, psychopathic 
wards; and the 1940-41 report dis- 
cusses problems in planning and ad- 
ministration of special institutions— 
medical school hospitals, tuberculosis 
sanatoria, children’s convalescent hos- 
pitals and mental institutions—as well 
as trends in general hospital planning. 


INFORMATION CENTER, ISLINGTON. 
Architectural Journal, Cheam, England, 
April 23, 1942, pp. 297-300. Plan, 
photos 

A NEW TYPE of public service build- 

ing to house in one center inquiry 

offices for many types of war's vic- 
tims: Poor man’s lawyer, poor man’s 
valuer, rehousing, billeting, general in- 
formation, advice, etc. The floor area 
is 9,214 sq. ft.; the construction, of- 
fering the same protection as that re- 
quired for public shelters, is largely 
brick and concrete with minimum steel 
reinforcement. Offices line the walls 
of about two-thirds of the building, 
clerestory lighting is by heavy lenses 
in reinforced concrete frames. Through 
the center of the floor space are ranged 
two banks of interview boxes with 
chairs either side of the continuous 
counter for inquirers and officials, pro- 
viding comfort and adequate privacy. 

Small children may be left in the play 

pen near the entrance. 
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When You Get to Sound Conditioning 
In Planning That New Hospital... 


a 
= 


... TAP THE VAST FUND OF EXPERIENCE 
GAINED IN MORE THAN 800 HOSPITAL INSTALLATIONS!* 


HAT modern hospitals need sound condi- 
j dentes goes without saying. It is for the 
architect to decide what sound conditioning is 
to be specified. One basis for such a decision 
may well be the hospita] experience of the acous- 
tical service considered. 

Celotex Sound Conditioning is now giving 
splendid satisfaction in more than 800 hos- 
pitals from coast to coast. Whether your plans 
call for acoustical treatment throughout the 


entire building, or only in certain rooms and 
corridors, Celotex representatives can cite a 
comparable case worth your investigating. 
Celotex Acoustical Products areavailable NOW! 

Solidly developed through more than fifteen 
years of field experience in sound conditioning 
hospitals, this national organization offers you 
(1) Proved engineering practice, (2) Uni- 
formly dependable acoustical products, and 
(3) Guaranteed results. 


*A folder listing these hospitals will be sent on request. 


CEL@TEX 


SOUND CONDITIONING 


COPYRIGHT 1942, THE CELOTEX CORPORATION 


In Canada: Dominion Sound Equipments, Ltd. 
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FOR BETTER BUILDING: 


(continued from page 83) 


OIL-LESS WALL FINISH 


AN OIL-LEss interior wall finish will 
shortly be available in all sections of 
the country except the West Coast. 
This is said to be an entirely new 
product, made possible by recent de- 
velopments in the field of synthetic 
resins and employing new scientific 
principles. Its vehicle consists of a 
water - and - synthetic - resin emulsion. 


The new finish, it is claimed, can be 
applied directly over practically any 
type of surface except kalsomine—in- 
cluding wallpaper—without priming. 
Sherwin Williams Company, 101 Pros- 
pect Ave., N. W., Cleveland, Ohio. 


BLAST CUSHIONER 


A NEW blast-cushioning incombusti- 
tible glass fiber material for blacked 


PUTTAR LULU LUTAO: OSES TAAKAN: TOTOO e M T TT 


AGE FENCE 


OPERATIONS THAT WILL MAKE AMERICA SAFE 


Amerteas Hirst Wire Fence — Stnce 1883 


@ To make America safe, its production plants must be protected 
against all with malicious intent. On its service and quality 
records, Page Industrial Fence is recommended for trustworthy 
duty at property boundary lines. e Woven wire fence was 
originated by J. Wallace Page in 1883, and the company 
which he founded has been a leader in every major de- 
velopment for 59 years. e Page Fence distribution is 
unique and extensive. This service is performed by more 


than 100 local, responsible firms having technical 
training and fence erecting experience. These 


VICTORY FIRST 
At the Page mills, 
men,machinesand 
materials are on 
anall-out schedule 


fence experts comprise the PAGE FENCE ASSOCIA- |17, 2-dsion_ o% 


TION, Headquarters: Monessen, Pennsylvania. 


plants working on 


Government orders 


NEWS OF MATERIALS, 
EQUIPMENT AND METHODS 


out war production plants has been an- 
nounced. The material is composed 
of fine resilient glass fibers compressed 
and treated with a binder and faced 
with glass fiber cloth, plywood or other 
surfacing material. The material is de- 
signed to reduce damage from concus- 
sion and provide protection against the 
spread of fire caused by incendiaries or 
explosives. It may be used as window 
coverings and as interior tacings for 
exterior walls. Owens-Corning Fiber- 
glas Corporation, Toledo, Ohio. 


PROTECTIVE PLASTIC 


A BUILDER'S PLASTIC for protecting 
and preserving steel, wood, masonry, 
fiberboard and new galvanized steel 
without neutralizing the zinc plating. 
is said to have been thoroughly tested 
in buildings on the New York water- 
front. This is an oil base portland ce- 
ment product, combined with various 
indestructible fine aggregates. Top 
achievement given is its direct appli- 
cability to red rust covered and mill 
oiled steel surfaces, ana to new galvan- 
ized steel without removing the oil. 
No primer is used. Rogear Company, 
11 Water St., New York City. 


HEATING DATA 


A BULLETIN said to describe a quick 
and accurate method of determining 
whether proposed dwellings conform 
to WPB heat loss and heating plant 
standards has just been published. It 
contains heat loss analysis chart and 
tables of hourly heat loss per sq. ft. 
for 41 different types of ceilings, walls 
and floors. The Celotex Corporation, 
919 N. Michigan Ave., Chicago, III. 


LIGHTING COLORS 


STANDARDIZED 
THREE standardized cold - cathode 
fluorescent lighting colors are an- 


nounced: ‘Soft White,” warmer with 
pinkish cast, for restaurants, food 
shops, beauty parlors, etc.; “White,” 
without yellowish cast; “Daylight,” 
like light from a northern exposure 
skylight. All F. L. A. certified tubing 
carrying these designations must here- 
after closely match the established 
standards. Fluorescent Lighting Asso- 
ciation, 509 Fifth Ave., New York 


d City. 
PRODUCT OF PAGE STEEL & WIRE DIVISION— AMERICAN CHAIN & CABLE COMPANY, INC., BRIDGEPORT, CONN. iontinued’ ón pata 90) 


88 ARCHITECTURAL RECORD 


INSTALLATION 


EXPECTATIONS.. 
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OILBILT 


EXCEEDS 


% 


Ki 


BOILER UNITS 


REDUCE COST APPROXIMATELY YOZ 


HESE excerpts from the report of Robert B. Witham, Admin- 

istrator of The Leahi Home (Tuberculosis Hospital), Honolulu, 
Hawaii, after a year’s experience with their OILBILT installation, 
is typical of many OILBILT performance reports: 


“ 


. a little over a year has elapsed since the 
original installation of our two 125 hp. OIL- 
BILT boilers . . . we have had full opportunity 
to observe their operation. 

",.. I made a very careful and exhaustive ex- 
amination — before reaching the decision to 
purchase them . . . analysis of the first year’s 
log has more than borne out my original con- 
clusion, 

“,. . these two boilers when placed in opera- 
tion were installed on the line for continuous 
24-hour operation — in contrast with the pre- 
vious boilers — of the same hp. — operated 
from 12 to 14 hours per day — efficiency of 
OILBILT exceeded the recommendations of the 
manufacturer — cost of operation for a full 
24-hour period day after day for the one year’s 


CLEAVER-BROOKS COMPANY, 5119 


log has been approximately 42% below that of 
the boilers they replaced — we have increased 
operating time approximately 35% — reduced 
operating cost approximately 40%. 


. this type of boiler offers something not 
obtainable from any other method. . .” 


Modern in every detail and embodying the best 
engineering practice and principles, OILBILT 
steam plants eliminate ashes, coal dust, smoke, 
a high expensive stack. Fuel costs are lowest 
because of OILBILT’S high thermal efficiency 
— they are specifically designed for efficient 
oil-firing with a long, four-pass, down draft 
boiler and integral burner. Built in sizes 20 to 
500 hp.; pressures 15 to 200 Ibs. 


Write for bulletin. 


N. 33rd St., Milwaukee, Wisconsin 


Contrast the tidy, kitchen- 
clean OILBILT boiler 
room shown in the lower 
illustration which replaced 
the former ponderous, 
messy, costly-to-operate 
old H.R.T, boilers, 


& 


Our "Victory" effort 
comes first. Greatly 
enlarged Cleaver- 
Brooks manufactur- 


ing facilities are 
going “around the 
clock” for military 
production, 


STEAM PLANTS 


1942 


89 


FOR BETTER BUILDING: 
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CORRUGATED ASPHALT 
SIDING 

A NON-CRITICAL building material, in 
the form of a corrugated asphalt sid- 
ing, has been developed for use on 
outside walls of such temporary struc- 
tures as factory buildings, warehouses, 
storage and machine sheds and others 
where corrugated metal siding might 
normally be used. The material con- 


sists of two layers of heavy rag felt 
saturated in a resino-bituminous com- 
pound. The sheets are bound together 
with a layer of high-melting point 
asphalt and corrugated under high 
pressure. Resultant product is said to 
be strong, lightweight, moistureproof 
and durable, with corrugations that 
will not flatten out during summer 
weather. Weight: approximately 12 


NN 
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Autovent 


FANS AND BLOWERS INSTALLED 
IN TEMPORARY GOVERNMENT 
OFFICE BUILDINGS 


Two hundred, twenty-five Autovent Pro- 
peller Fans and five Autovent Blowers have 
been installed in Temporary Government 
Office Buildings recently completed in 
Washington, D.C. These buildings are 
among the newest Government Projects 
ventilated by Autovent Fans and Blowers. 

The Autovent Fan and Blower Division 
of The Herman Nelson Corporation manu- 
factures a complete line of fans and blowers 
for efficient, economical ventilation and air 
conditioning of industrial, commercial and 
public buildings. At present, these quality 
products are available only for projects with 
preference ratings. 

If you have a ventilating problem, the 
Herman Nelson Sales Representative in your 
locality will be pleased to assist in its so- 
lution and will furnish you with com- 
plete information about Autovent 
Fans and Blowers. 


HERMAN NELSON 


hijet HEATERS 


are available in 263 mod- 
els, sizes and arrange- 
ments of Horizontal Shaft 
Propeller-Fan, Vertical 
Shaft Propeller-Fan, 
Blower Fan and De Luxe 
Types. 

HiJet Heaters have been 
installed in hundreds of 
Air Bases, Naval Bases, 
Navy Yards, Arsenals, 
Ordnance Plants, Camps 
and Forts throughout the 
United States and its pos- 
sessions. 


Vertical Shaft Propeller- 
Fan Type hiJet Heater 


THE HERMAN NELSON CORPORATION 


MOLINE, ILLINOIS 
MANUFACTURERS OF QUALITY HEATING, VENTILATING AND AIR CONDITIONING PRODUCTS 


NEWS OF MATERIALS, 
EQUIPMENT AND METHODS 


oz. to the sq. ft. Sheets 28 in. wide, 
in lengths of 6, 7, 8, 9, 10 ft. Cer- 
tain-teed Products Corp., 120 S. La- 
Salle St., Chicago, Ill. 


ORANGE BLACKOUT BULB 


CHANGES in the specifications for a 


“blackout bulb are announced, based on 


the results of tests in actual blackouts. 
Principal change is in color of the 
light from blue and red to the deep 
orange recommended by the Office of 
Civilian Defense. Other changes are 
smaller size, reduced current consump- 
tion, elimination of built-in reflector 
and new type of black silicate coating 
to prevent light leakage. The deep 
orange light is said to be ample to 
permit room occupants to see each 
other plainly, as well as furniture, 
doors and windows. The bulb fits 
household sockets. Wabash Appliance 
Corporation, Brooklyn, N. Y: 


PLUMBING AND HEATING 
REPAIRS 


REPLACEMENT installations of plumb- 
ing and heating equipment which call 
for more material than that being re- 
placed are permissible under the 
Plumbing and Heating Repair and 
Maintenance Order P-84 if the sub- 
stitution is one of less critical mate- 
rial, according to interpretation by 
WPB. It is also explained that pro- 
hibition against a substitution “more 
extensive” than that which is replaced 
does not mean identical parts must be 
used: if steel or copper is replaced by 
cast iron, or copper by iron or steel, 
the substitution is not ‘‘more exten- 
sive’ even though the substituted 
equipment may be heavier than that 
replaced. 


WARTIME HEATING UNIT 


A NEW oil burning boiler, stripped 
to essentials for wartime use, has a 
capacity of 75,000 Btu’s per hour. 
Firebox and fire bowl are combined 
in a single assembly, less costly but 
said to be efficient. This model is 
ample for a house with heat loss of 
60,000 Btu’s per hour and comes with- 
in the Government's limitation of 26 
by 26 in. plus allowance for burner 
enclosure. Gar Wood Industries, Inc., 
Air Conditioning Division, Detroit. 
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WHAT- NEW WOODWORK 


LIKE THIS FOR LOW-COST 


BUILDING? 


YES —IT’S “IN TUNE WITH THE TIMES”! 


Curtis again makes woodworking news with new wood- 
work styles, carefully and accurately detailed . . . beautiful 
enough for the finest home... at prices low enough for the 
most modest budget. Here is your answer to the question of 
putting more beauty, more style, more quality into low-cost 
housing and remodeling! And remember, the price includes 
Curtis quality craftsmanship in stock designs. Here are 
just a few of the many styles available in the new low-cost 
Curtis woodwork line: 


i - ES as x Bs ‘ = 
Mantel C-6059, designed by Willis Irvin, Architect. Note the Entrance C-1768, Cameron Clark, Architect. Prac- China Case C-6525, H. Roy Kelley, Architect. No 
careful detailing, the distinguished simplicity. This is low- tical and beautiful, this new Curtis entrance dining room or nook need lack appeal when such 
cost woodwork, thanks to Curtis’ standardization. shows that good design need not be expensive. woodwork is available for low-cost homes! 


x ES 5 : : 

Entrance C-1765, Cameron Clark, Architect. Mantel C-6076, Willis Irvin, Architect. Once, such a dis- 
Architect. This case may also be used in a Design of famous architects—plus Curtis produc- tinguished mantel was available only for higher price homes. 
straight wall by specifying rectangular back. tion—makes such entrances available. Now, any bome can have it! 


\ 8 b & Get all the facts about this new low-cost Curtis Woodwork — see for your- 
self why it fits the lowest cost home or any home, either new or modernized. 
Mail coupon for literature. 
CURTIS COMPANIES SERVICE BUREAU 
Dept. AR-7W, Clinton, Iowa 
I want to know more about the new, low-cost Curtis Woodwork 
designs. Please mail me complete information. 
W 0 0 D W 0 Re K ede ge 
AGETESS AET 
CURTIS WOODWORK IS SOLD BY 
RELIABLE DEALERS EVERYWHERE 
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National Biscuit Company, Atlanta 


R es 


Photo, courtesy of G. H. Tennant Co., Minneapolis 
Louis Wirsching, New York City, Architect 


. . . 481,000 Feet of Spotless 
Maple Flooring 


In its new Atlanta bakery, National Biscuit Company has 
assembled every aid to sanitary, uniform baking— including 
Maple Floors. 

The bakers of “Ritz” know Hard Maple is easy to clean, 
because it’s so compact and smooth, Its remarkably tight grain 
and tough fibre retain that smoothness through the years, and 
give it infinite capacity for taking punishment from loaded 
trucks and other traffic. 

For employees, Maple’s warm, resilient comfort retards 
fatigue, and its spic-and-span surface is a constant reminder 
of company standards of sanitation. 

... Always, with Maple Floors, food plants foster cleanli- 
ness and better production—decrease, upkeep, maintenance, 
and floor costs. For conversion of plants, re-floor with Maple. 


MAPLE FLOORING MANUFACTURERS ASSOCIATION 
1782 McCormick Building, Chicago, Illinois 


Floor with 


MFMA Maple 


(NORTHERN HARD) 
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THE SENSE 
OF THE MEETING 


(continued from page 39) 


“Our great cities, especially, are full of them. We need 
planning now so as to assure better building when peace 
comes. We need it so as to absorb much of the shock 
which the end of the war effort will bring. We need it to 
show ourselves and the rest of the world that we really 
do intend to make it a better place to live in. This is a job 
for architects, and architects of all people should take the 
lead in advocating planning now.” 

This committee, of which Frederick J. Woodbridge of 
New York is chairman, reported further that, “Planning 
has not been part of an engineer's training but it is the 
most fundamental part of the architect's. Engineers are 
needed to see that buildings stand up, that mechanical 
equipment works and for many. other essentials, but archi- 
tects are needed to plan. The architects’ function as 
planners is often usurped by others who have invented a 
new terminology. . . . The proper function of the archi- 
tect is to provide the best possible environment in which 
people can live and work and have their being. The best 
environment must be convenient and practical, safe and 
durable, and beautiful. Sir Henry Wotton’s quaint dictum, 
‘Well building hath three conditions, commodity, firmness, 
and delight’ is a timeless truth. . . 

“There is a growing weight of evidence that in the 
future the architect must again be both planner and master 
builder. There must be no competition between architect 
and engineer, no antipathy or jealousy. Each has a suffi- 
ciently magnificent role to play which in close collaboration 
becomes yet more splendid. Toward the establishment of 
standards and procedures for this enlarged service the 
experience of architects in the war should greatly con- 
tribute. Every architect, even though he may be 
obliged to give up his profession for the duration, must 
share the obligation to see to it that the rebuilding of the 
world shall be well and carefully planned.” 

An immediate speed-up of preparations for civilian 
defense against bombing attacks because “we may reason- 
ably expect some desperate raids on morale within a period 
of months, or even of weeks,” was urged in the report of 
the Committee on Civilian Protection, in which Horace W. 
Peaslee of Washington, D. C., chairman, said, .. . “'sur- 
veys of possible safety zones have been dragging along 
for months,” or have been only projected in many 
localities. Prompt action was urged in camouflaging indus- 
trial plants. If bombs were to fall in the United States 
this year, the report stated, there would be no time to 
accomplish anything in this direction even if the work 
began immediately. 

Richmond H. Shreve of New York has been reelected 
president. Dean Walter R. MacCornack of the School of 
Architecture of the Massachusetts Institute of Technology 
was again named vice-president. Charles T. Ingham of 
Pittsburgh continues as secretary. 

Raymond J. Ashton of Salt Lake City was chosen trea- 
surer to succeed John R. Fugard of Chicago. New regional 
directors of the Institute are as follows: John F. Staub of 
Houston, Tex., Gulf States District; Henry H. Gutterson 
of San Francisco, Calif., Sierra-Nevada District; Albert 
Simons of Charleston, S. C., South Atlantic District. 
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FOR FURTHER 
INFORMATION 
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Ke workers fitis a “must” 

on every plant production 
program! They cannot do their 
best for Victory, unless they get 
conveniences that tend to relieve 
fatigue ond keep their energy 
up! In your plans for industrial 
construction, remember that a 
constant source of cool water is 
one such feature... and Halsey 
Taylor Coolers and Drinking 
Fountains provide the answer. 
Types to meet every factory 


need ... write for catalog 


Hals ey y Tayl or 


tng Pouniand 


WITH 
3 FORMS 
OF 


HOME INSULATION 


Zonolite Granular Fill is naturally permanent. 100% mineral: 
fire-proof, rot-proof, vermin-proof, moisture-resistant. Fast, easy 
instal ation... packs as it pours...nonailing...no cutting... no 
fitting ... no waste. Extremely high thermal efficiency. Valuable on 
attic floors as protective barrier to downward spread of fire bombs. 


INSULATING PLASTER 


Zonolite All-Purpose Plaster Aggregate is clean and easy to mix 
and apply ... 12% times lighter than sand, with 5 times more 
insulating value. Non-freezing ...crack-resistant... readily nailable. 


INSULATING CONCRETE 


When used with portland cement, Zonolite Concrete Aggregate 
combines permanence, extreme light weight—and insulation! Ideal 
for roof and floor fill; roof decks, cants, saddles, floors for livestock 
and poultry. Undamaged by moisture; absolutely fire-proof. 


Write for free descrip- 
tive literature. 


UNIVERSAL ZONOLITE 


Dept. 47 


RMA 135 S. La Salle St., CHICAGO 


194 2 


Simplified Top Fastener. 
Easier to install. Permanent 
rigidity with one screw. 
Eliminates "play.'' Smoother, 


quieter operation. 


"Spring-Flex" Bearing Arm. 
Spring steel arm adjusts 
automatically to different de- 
grees of sash fit. Practically 
eliminates wood chatter. 
Always smooth, quiet, snug. 


Play-Proof Guide Bracket. 
Guide bracket opening exact 
diameter of balance bottom, 

iving close, chatter-proof 
it without binding. 


Thousands of sets of 
Grand Rapids Invisible 
Sash Balances have been 
used, and are being used, 
in defense housing proj- 
ects — in areas where all 
materials are subject to 
much critical inspection. 


The fact that the sim- 
plicity of these installa- 
tions has earned the 
hearty endorsement of 
all is but an additional 
point in their favor. The 
real test comes with use 
—the smooth, depend- 
able performance under 
varying climatic condi- 
tions, the ease of tension 
adjustment, the absence 
of tapes or cables, and 
the actual invisibility of 
the entire working 
mechanism. Saves time, 
saves cost and saves on 
critical materials. This 
applies equally with 
either single or double 
balance installations. 


Production is in high 
gear, but deliveries are 
governed by priorities as 
with other essentials. 
Get our 1942 catalog No. 
42-SB-2, 
gladly give you full 
delivery information. 
Grand Rapids Hardware 
Co., Grand Rapids, Mich. 


and we will 


“GRAND RAPIDS 


THE STANDARD FOR FORTY YEARS 


£ 
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GUIDE TO 
STANDARD SPECIFICATIONS 
FOR GOVERNMENT BUILDING 


by Harold R. Sleeper, AIA 


A compilation which lists for quick reference Federal Specifica- 
tions and Specifications of the American Society for Testing 
Materials in the construction field—with notes on their use. A 
time and labor saving manual invaluable to all specification 


writers. The Guide includes references to other pertinent stand- 
ard specifications, is arranged by trades and includes the 
following subjects: 


MASONRY MATERIALS Ọ. LATHING & PLASTERING 17. INSULATION & 


ACOUSTICAL MATERIAL 
STONE, SLATE & CAST 
STONE TAREE SERES 18, EQUIPMENT & 


FURNISHINGS 
WATERPROOFING & 11. 


FLOOR COVERINGS 


DAMPPROOFING 19, PLUMBING, HEATING & 
12. GLASS & GLAZING ; VENTILATING 


STRUCTURAL STEEL 


BUILDERS’ HARDWARE 20. ELECTRIC 
ROOFING & SHEET METAL 


14. PAINTING 21. DRAINAGE 
MISCELLANEOUS METALS 


SCREENS 22. ROADS & PAVING 


WINDOW SHADES & 23 MISCELLANEOUS 
CARPENTRY VENETIAN BLINDS SITE WORK 


METAL WINDOWS & DOORS 


oN Aub WN 


F. W. Dodge Corporation 


PRICES 119 West 40th Street, New York, N. Y. 


Single copies, 50 cents each 
Please send me copies of Guide to Standard Specifications for Government 


25 or more copies io. the Building, by Harold R. Sleeper, AIA. | enclose check, money order, for $ 


same address, 40 cents each 


FIRM or DEPT. . 


Architectural Record 
119 West 40th Street 
New York, N. Y. 


STREET 


CITY or TOWN 


OCCUPATION or POSITION 
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CATION for Speed! 


Standard split 
conduit T 


Pre-fabricated 
expansion loop 

(made in several 
types) 


Ric-wiL Pre-Sealed Insulated Pipe Units are fully factory pre- 
fabricated. They include not only conduit, pipes, and insulation— 
but also pipe supports, pipe and conduit fittings, expansion loops, 
water-tight glands, pre-fabricated manholes, anchors, and other 
accessories. Maximum speed is attained on the site, with a 
minimum of labor, and no parts to wait for. Furnished for the 
underground or outside overhead distribution of steam, hot 
water, or oil. Completely engineered to your specifications. 
Ric-wiL saves precious time and cuts cost on any war-program 
project! Write or wire for full information. 


For Engineers on Defense Plants only: Ric-wil 
Engineers’ Manual 420A sent on request. 


INSULATED PIPE UNITS 
THE RIC-WIL CO., cLEVELAND,0. 


THE RESTORATION 
OF COLONIAL 
WILLIAMSBURG 


A Reprint of the December, 1935, Issue 
of ArcHITECTURAL Recorp. 104 pages, 
bound in cloth. $1.50 per copy. 


The Colonial Williamsburg Number 
of ARCHITECTURAL RECORD— 
issue of December 1935—was sold out 
soon after publication but the entire 
editorial contents have been reprinted 
and bound in permanent book form 
with blue cloth covers. 


Many thousands of these Williams- 
burg reprints have been sold but the 
demand continues unabated. 


ARCHITECTURAL RECORD 
119 W. 40th St., New York, N. Y. 


Enclosed is $ for which send copies of 
your reprint, Restoration of Colonial Williamsburg, bound 
in cloth, at $1.50 per copy. 


Address 


City and State 
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W. were ready! 


When the order came to stop making door clos- 
ers, LCN swung easily and quickly into step. 
For years we have been building LCNs to the 
most exacting standards of quality and precision, 
and in recent months we had devoted a greater 
and greater share of our plant capacity to pro- 
duction for war. So we were ready with the ex- 
perience, the skill and the will to do the exacting 
all-out job to which we have now been assigned. 

When we're back in civvies, we'll have some 
interesting developments in door closer design 
to show you. Until then—yours for Victory ! 


466 
West Superior Street 


Chicago, Illinois 


Copyright 1942 Norton Lasier Co. 
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Imagine anyone having to 
take care of Daddy—but 
it’s so! He needs someone 
to help him choose his food, 
spruce-up his clothes, to 
remind him gently to look 
fit and keep fit. That’s why 
thousands of wives and 
mothers say to husbands 
and sons, “For your sake 
and ours, stop at a hotel.” 


AMERICAN HOTEL ASSOCIATION 


 — 


LESS WORK, TOO, FOR MOTHER — 
about traffic or transportation if Mother may be a wonderful cook, but 
stormbound returning from a show the best cooks in the world like to dine 
or event. Stay at a hotel overnight. out—and often! Give Mother a break. 


SICKNESS AT HOME? —When con- 
tagious diseases exile you from your 
home, stay at a hotel during the upset 
period. We'll take good care of you. 


The Sign of a 


ND Recognized Hotel MAKE YOUR LIFE Tia 


BOOKS FOR 
WAR-TIME REFERENCE 


The books listed below are especi- 
ally helpful for architects and engi- 
neers in solving their many technical 
problems, including those pertaining 
to war-time construction and the pro- 
tection of the civilian population. 


. PLANNED A.R.P., by Tecton, Archi- 
tects. 138 pages—extensively illus- 
trated with photographs, diagrams 
and maps—Price $2.50, 


2. CIVIL AIR DEFENSE, by Lt. Col. 
Augustin M. Prentiss, U.S.A. A 
334-page illustrated treatise on the 
protection of the civil population 
against air attack—Price $2.75. 


3. BOMBS AND BOMBING, by Willy 
Ley. 124 pages—A brisk, popular 
survey explaining how the several 
kinds of bombs are made and their 
probable effect on buildings of differ- 
ent types and on air raid shelters— 
Price $1.25. 


4. CIVIL DEFENSE, by C. W. Glover. 
Over 900 pages—fully illustrated, re- 
vised and enlarged. The most com- 
plete and authoritative book on the 
subject. This volume discusses in 
detail the precautions necessary for 


the protection of the civilian popula- 
tion—Price $16.50. 


5. ARCHITECTURAL SPECIFICATIONS, 
by Harold Reeve Sleeper, A.I.A. 822 
pages—Price $10.00. 


6. ARCHITECTURAL GRAPHIC STAN- 
DARDS, by Charles G. Ramsey and 
Harold R. Sleeper, 3rd Edition—344 
pages, 914 x 9% in—Price $6.00. 


5 


ARCHITECTS’ AND BUILDERS’ 
HANDBOOK, by Frank E. Kidder 
and Harry Parker, 18th edition— 
2,315 pages—4%4 x 7 in—Price $8.00. 


SIMPLIFIED ENGINEERING FOR 
ARCHITECTS AND BUILDERS, 
by Harry Parker, 214 pages—96 illus- 
trations—5 x 734 in.—Price $2.75. 
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Check the numbers of the books you want, 
and mail to Architectural Record with your 
remittance—no extra charge for postage 
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In time of war, construction activity is lim- 
ited to national requirements . . . busi- 
nesses are diverted to new channels .. . 
and Dodge Reports service keeps measured 


pace with every variation. 


a” 


9 
PEACE 8 


In times of peace, construction activity rises or 
falls with economic trends . . . businesses conform 
to type and follow well defined channels . . . and 
Dodge Reports service keeps measured pace with 
every variation. 
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During a transition—from peace to war, or 
from war to peace—construction activity 
is abnormally erratic . , . businesses are in 
a more confused state .. . but Dodge Re- 
ports service keeps measured pace with 
every variation, 


Keeping Pace with Construction Trends 


UR field staff of trained Dodge Reporters, 
covering 37 states east of the Rocky Moun- 
tains, is in daily contact with thousands of plan- 
ning and buying factors on active construction 
projects. The information they obtain is edited 
and issued each working day—in Dodge Reports 
—from 17 strategically located district offices. 
Subscribers to this service are provided with 
timely, accurate and selective information which 
enables them to contact the right people at the 
right places and the right times, to submit bids 


or proposals on work of individual interest. Re- 
finements of this Dodge service provide for effi- 
cient office and field use of the confidential infor- 
mation contained in Dodge Reports. 


Firms who depend on Dodge Reports service 
to keep in close touch with the construction mar- 
ket will be able to adjust their war-time sched- 
ules to peace-time activities with a minimum of 
lost motion. Consult with any Dodge Represen- 


tative—without obligation. 


DODGE REPORTS 


Issued by F. W. DODGE CORPORATION—119 West 40th Street, New York, N, Y.. 


ATLANTA. ociste Mortgage Guarantee Bldg. DETROIT teenie 607 Shelby Street NEW ORLEANS ...333 St. Charles Street 
BALTIMORE ..Court Square Building GREENSBORO ... . Southeastern Building OKLAHOMA CITY Petroleum Building 
BIRMINGHAM ..Martin Building HOUSTON 3.02%» ~ Merchants and Mfrs. Bldg. OMAHA .........Sunderland Building 
BOSTON ........ Park Square Building INDIANAPOLIS ..` Architects & Bldrs. Bldg. PHILADELPHIA ..1321 Arch Street 
BUFFALO .......- Curtiss Building JACKSONVILLE ..Florida Theater Bldg. PITTSBURGH -- Professional Building 
CHICAGO .......- 700 Merchandise Mart KANSAS CITY, MO. New York Life Building RALEIGH Security Bank Building 
CINCINNATI .....American Building LOS ANGELES ....400 East Third Street ST, LOUIS 3) rosty 721 Olive Street 
CLEVELAND ..... Hanna Building LOUISVILLE ..... Heyburn Building SAN ANTONIO ..~ Milam Building 
COLUMBUS ....12 North Third Street MIAMI .....ss.. Postal Building ON EE Bus Terminal Building 
DALLAS s.s.s.. Construction Building MILWAUKEE .... 125 East Wells Street TOLEDO  ... 25 60. 1220 Madison Avenue 
DAYTON ........ 11 West Monument Ave. MINNEAPOLIS . -Plymouth Building WASHINGTON ....501 Thirteenth Street, N.W. 
DES MOINES .....Old Colony Building NASHVILLE ... . Union Bus Terminal Bldg. WICHITA cenetta Beacon Building A 
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against moisture 


Cabot’s Waterproofings—applied outside above 
grade—seal the pores and stop moisture before 
it can saturate brick and cement walls and 
thence menace building interiors. Low in 
cost. Easy to apply. Permanent. Prevents 
efflorescence on bricks. 2 Types—one for red 
one for cement, 
stucco, stone, yellow brick and light surfaces. 
FREE—write today for our helpful Water- 
proofing Booklet. Samuel Cabot, Inc., 1285 
Oliver Building, Boston, Massachusetts. 


(J 
7 
Cabot’s 
Clear Brick Waterproofing 
Clear Cement Waterproofing 


brick and dark surfaces; 


With the widespread use of simplified heating systems, often stripped 
to the bare essentials, small homes and housing projects need the 
added efficiency of Auer Registers, There are many Auer warm-air 
models suited to low-cost house requirements, such as the Airo-Flex 
“7000” Series shown here. This is a single louvre register with down- 
ward directional fins, bendable for other angles if desired. If you are 
equipping small home jobs, it will pay you to know about the Auer line. 


Write for Auer Register 
Book showing all models 
for warm air and air 
conditioning. Separate 


Catalog “G” also avail- 
able on flat metal 
grilles. 


ll 
il 


The Auer Register Co. 
Cleveland, Ohio 


Airo-Flex 7032 Single Louvre Adjustable Register 


AUER REGISTERS 


& GRILLES. ForAir Conditioning and Gravity 
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Low Maintenance 


Positive Control 


Leakproof 


In hospitals everywhere, all types of doors are effec- 
tively controlled with Norton Door Closers. Today, 
Norton Door Closers stand preeminent because they 
embody features of convenience and durability that 
result in long-lasting, efficient service at lowest mainte- 
nance cost. 


NORTON DOOR CLOSER COMPANY 
Division of The Yale & Towne Mfg. Company 
2910 N. WESTERN AVE. CHICAGO, ILL. 


A Short Cut to Your 


CONSTRUCTION COST PROBLEMS 


FOR PRELIMINARY ESTIMATES 


Boeckh’s Manual contains cubic and square foot 
costs on approximately 500 types of buildings with 
a total of over 7,000 specific base cost figures and, 
in addition, thousands of specific cost variations. 


All costs are keyed to local construction cost 
conditions through exclusive index conversion 
formulas — Boeckh’s Manual never gets out of 
date if used with the conversion index. 


Boeckh’s Manual of Appraisal is now used by over 
8,500 firms, among which are hundreds of archi- 
tects and builders. This Manual is nationally recog- 
nized by Fire Insurance Companies and Mortgage 
Loan Agencies as a standard of Building Construc- 


tion Costs. 
Local Current Index Conversion Factors (each $] 
location). Price shipping prepaid........... 

Order now, examine it for 10 days, then if you are not 
completely satisfied return the Manual and your money will 
be refunded. 


EH. BOECKHEAZ 


Consulting Veluetion Engineers 


Boeckh’s Manual of Appraisals and Pad of 
Work Sheets. Price shipping prepaid........ 


903 TIMES-STAR BUILDING, CINCINNATI, OHIO 
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MONTHS OF ADVANCE PLANNING AND WORK 


NECESSARY TO PRODUCE YOUR SWEET’S CATALOG FILE 
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/ = in 1943 a new, up-to-date 


Sweet's file will be issued. Replacing the current 
1942 file which will then be obsolete, it will be 
placed in service in thousands of offices of build- 
ing planners and constructors. 


Between now and that time, Sweet's will have 
received and executed the catalog orders of hun- 
dreds of manufacturers. A staff of eighty people 
will have gathered up detailed instructions; de- 
signed and printed clients’ catalogs totalling thou- 
sands of pages; submitted proofs; secured okays; 
classified and indexed the file; verified the names 
and addresses of thousands of recipients and com- 
pleted arrangements for the distribution of some 
250 tons of building-product information. 


It is like a big building project. Only a tight 
schedule, close coordination and “know-how” will 
bring it out right—and on time. 


SWEET’S CATALOG SERVICE 
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SAVE BUILDING 


TIME-EXPENSE... 


SS 


Attractive, easily installed, sturdy and strong 
in construction, FERROMETAL Partitions offer 
the Architect and Builder time-saving facilities 
for Stockrooms, Tool Rooms, Offices, Dressing 


Rooms, Showers and Toilets. 


FERROMETAL 


Partitions are quality Partitions that meet War- 


time Building demands. 


All materials offered subject to Government 


Restrictions. 


* Write for FERRO-METAL Catalog No. 141—A.1.A, 


File No, 29-i-4 


* 


MILWAUKEE STAMPING COMPANY 
814-P South 72nd Street, Milwaukee, Wisconsin 


HEN an architect writes 

specifications, he is 
underwriting with his reputa- 
tion the items he specifies. That 
is why architects generally so 
definitely specify — “windows 
to be hung with Samson Spot 
Sash Cord...” — they know 
that sash hung with weight, 
pulley and Spot Cord give long 
trouble free service — perma- 
nently satisfactory. 


SAMSON CORDAGE WORKS 
BOSTON, MASS. 


REG.U.S.PAT.OFF. 
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How to Specify 
the Right Roof 
Ventilator - 


Ask BURT 


For any particular situation there usually is one 
certain type of roof ventilator which will serve best. 
Put your problem up to Burt Engineers. Let them 
advise with you and you will reach the correct solu- 
tion. Burt makes a type and a size for every indus- 
trial, commercial and residential requirement— 
Standard Gravity, Free-Flow Gravity, Standard Fan, 
Free-Flow Fan, and Monovent continuous ridge 
ventilator. All are scientifically designed, quality 
made and priced to give “more air per dollar.” 


Free Flow Gravity 


SEND 
FOR CATALOGS 
. 
Burt Engineers 


are glad to 
help on plans 


THE BURT MFG. CO. 


ROOF VENTILATORS œ» OIL FILTERS 
EXHAUST HEADS 


177 Main St., Akron, Ohio 


cool 
comfort 


24 HOURS A DAY 


Six floors of perfectly air-conditioned sleeping 


rooms. Also the Bombay-Black Mirror Room, 
the King Cole Room and the Amber Room 


Coffee Shop. All in the fashion of the 1950's. 


fontenelle 


OMAHA’S WELCOME TO THE WORLD 
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BUILDINGS 


to build an 


To shelter our huge and growing army, Uncle Sam has 
become the world’s greatest builder. Supplying the hardware 
for hundreds of thousands of doors and windows is one of our 
tasks in this tremendous program. 

This work must come first ... to speed the day of Victory 
s.. when Stanley Hardware will again be available in abun- 
dance for all types of peacetime building. 

Meanwhile, we shall be able to supply hardware for only 
those buildings which qualify under current 


Government restrictions. The Stanley Works, STANLEY 


New Britain, Connecticut. Trade Mark 


STANLEY HARDWARE 


IN AT A DeWITT OPERATED HOTEL 


In Cleveland 
THE HOLLENDEN 


In Columbus Iu Lancaster, Ô. 


THE NEIL HOUSE THE LANCASTER 


In Akron In Coming, N Y. 
THE MAYFLOWER THE BARON STEUBEN 


The Hotels¢hat Check with Every Travel Standard 


THEO. De WITT rS PRESIDENT 


JULY 1942 


ork Features 
Give the 
Biggest Future 


When you buy refrigerator doors, you expect them to 
last a long time. York doors stand up, retain original 
insulating, sealing and operating efficiency longer be- 
cause of correct design, generous use of top-grade ma- 
terials, rugged hinges, skilled craftsmanship . . . and 
these exclusive York features: 


or 
Do 


PATENTED ROLLER-SEAL. The York 
double seal provides two tough, 
pliable gaskets with sponge rub- 
ber cores and moisture-proof, 
grease-proof, wear-resisting COV- 
erings. The outer gasket overlaps and compresses tightly 
against the face of the door-frame. The Roller-Seal or 
inner gasket is brought to bear against a wood sealing 
strip with a rolling and wedging action that insures a 
leak-proof seal through the years. 


ROLLER-SEAL LATCH. A new latch combines finger-tip 
control with extreme ruggedness and modern styling 

. easy to operate and good looking . . . all exposed 
parts subject to wear made of stainless steel. 

York Roller-Seal Doors are available for every type 
of refrigeration service, cooler, freezer 
and sharp freezer doors, vestibule 
doors, track doors. 

York Ice Machinery Corporation, 
York, Pennsylvania. 


YORK REFRIGERATION AND 


AIR CONDITIONING 


3 


“Headquarters for Mechanical Cooling Since 1885 
SSS 
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What is Cleveland’s 
Most Convenient Hotel? 


HOTEL CLEVELAND 
OF COURSE 


And where is 
Hotel Cleveland? 


On the Public Square, and con- 
nected by covered passage to the 
Union Terminal and Terminal 
Garage . . . close to stores, thea- 
tres, office buildings, Federal 
buildings, piers, Public Auditor- 
ium, Stadium, sporting events. 


Is Hotel Cleveland 
Modern? 


Yes, indeed! Most of its rooms 
have been recently modernized ... 
its restaurants are air-conditioned, 
and one of them, the Bronze 
Room, has become famous—it 
always has a “big name” band 
playing for dancing. 


Hotel Cleveland is 
comfortable, too, and 
has a cheerful wel- 
come for all who 
come within its friend- 
ly doors. Let us prove 
our hospitality on 
your next trip here. 
We'll enjoy it, and we 
think you will, too. 


HOTEL CLEVELAND 


Cleveland, Ohio 
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